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Wilmette, Ill. C. A. Hemphill & Associates, Builders; R. F. Houlthan, Architect 


TODAY MORE ARCHITECTS THAN EVER ARE GIVING CLIENTS 


MORE FOR THEIR MONEY 


WITH CELOTEX GUARANTEED INSULATION 
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Celotex Insulating Sheathing and Lath NS VAPORSEAL 


Replace Other Materials—Do Two Jobs 


at a Single Moderate 
i ie awh simple logic back of the increasing 


choice of Celotex Guaranteed Insulation. 
When you make one material serve two pur- 
poses well, at less than the cost of the two materials 
it replaces, you save money for clients. 

Celotex 25 /32’’ Vapor-seal Sheathing replaces 
other sheathing and other insulation. Celotex 
Vapor-seal Lath replaces other lath and other 
insulation. Used together, these famous prod- 
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qucts provide all the 
weather protection 
any house needs. More than that, this pro- 
tection is guaranteed in writing for the life 
of the building,* safeguarding the owner’s 
investment. 

Celotex is a common-sense insulation. It’s 
worth your careful investigation. Write for 
latest specifications! 


* When issued, applies only within Continental United States. 
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REG. U. S. PAT. OFF. 


BUILDING 


PRODUCTS 


INSULATING SHEATHING, LATH, INTERIOR FINISHES 
ASPHALT SHINGLES, SIDING, ROLL ROOFING 
HARD BOARDS - ROCK WOOL BATTS, BLANKETS 
GYPSUM PLASTERS and LATH and WALL BOARDS 


Sales Distributors Throughout the World 


919 NORTH MICHIGAN AVENUE 
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APRIL 1941 


HOUSES 


A nationwide survey of new houses, illustrating 
the most recent trends in planning and design. 
with emphasis on the growing tendency toward 
distinct regional expressions. The 81 examples 
with their price range of $2,000 to $15,000 cover 
the broadest U. S. residential building market. 
Documented case histories show modern and 
traditional types, materials ranging from adobe 
to the latest in synthetics and plans for diverse 


budgets and living requirements. 


BUILDING FOR DEFENSE 


Headway and Headaches—the Army stocks reserve lumber 
for future reference ...A private realtor makes a $200,000 
commission on an Army real estate deal... ARP comes to 
U. SS... . First formal priorities affect the building 
industry via ice cube trays... Another construction trouble- 
shooter is called to the War Department. . . $150 million for 
defense utilities... Prefabrication gets a break... And 
the Defense Housing program gains momentum. 

A prefabricated demountable house—Portland, Ore. puts 
one on a truck, delivers it f.o.b. your lot for $1,800 complete. 
Airplane pilot training center—one of many similar defense 
projects, but better than average—The Ryan School of 
Aeronautics in California’s Hemet Valley. 

What is wrong with the Defense Housing program and 
how it may be corrected—by Dr. Edith Elmer Wood. 


MONTH IN BUILDING 


BOOKS 


Airports... Epstein... Plantation Houses 


finishing ... Design of roof trusses. 
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THE MONTH IN BUILDING 





TRENDS 


Since many permits for defense-inspired 
factories run into the millions, the non- 
residential building curve is extremely 
erratic. During January it dipped 59 per 
cent, pulled the total volume of permits 
down 34 per cent. But, all classifications 
of construction were well up over the levels 
of January 1940 (see tabulation, right). 
Residential construction continued to ad- 


vance in February, when the volume of 
small contracts awarded totaled 
$90.8 million, up 59 per cent from the 
February 1940 level, to the biggest Feb- 
ruary total since 1928. Despite the huge 
Government housing program, 
more than 80 per cent of the February 
residential total was privately financed. 
Wholesale material costs in January ad- 
vanced only slightly, a moderate drop in 


house 


defense 


lumber prices having partially offset in- 
creases in brick and paint prices. 





PERMITS (Source: U. S. Dent. of Labor) 

Jan. 1941 Comparison with 

(millions) Dec. '40 jan ‘40 

Residential . .. . $92.6 — 4% +48% 
Non-residential . ... 62.0 —59 +86 
Additions, Repairs. .. 23.6 +9 +16 
SL er 178.2 —34 +53 





TYPICAL BUILDING 


More interesting than informative is the 
latest statistical study of the National 
Assn. of Building Owners and Managers 
which wound up with the geometric and 
financial dimensions of the average U. S. 
office building: height, fourteen stories; 


rentable area, 140,000 sq. ft.; age, 22 
years; annual income, $206,780; annual 


operating and maintenance expense, $160,- 
020. 

As a yardstick, NABOM’s findings will 
be little used, for no two office buildings 
are identical and, chances are that the 
average building does not actually exist. 
But, compared with similar statistics gath- 
ered for the transitional prosperity-depres- 
sion year of 1930, they offer several meaty 
facts. Thus, since the average building’s 
income dropped 35 per cent during the 
decade from $316,540 and_ expenses 
dropped only about 15 per cent from 
$185,080, it is apparent that tenants are 
getting considerably more for their rental 
dollars than they did in 1930. Conversely. 
although they have been able to effect 
important operating and maintenance 
economies, landlords are making substan- 
tially less. 

Total direct operating expenses of the 
average building come to $73,500 a year 
of which cleaning costs account for about 
33 per cent, heating about 11 per cent, 
elevator operation about 20 per cent. Main- 
tenance costs, alterations, etc., involve a 
yearly expenditure of $13,020; property 
taxes, $34,720; other expenses, $38,780. 
All major expense items have been shaved 
during the past decade. 

While about 77 per cent of the income of 
the average building goes for operation. 
NABOM has discovered that the operating 
ratio for a group of higher buildings 
(averaging 31.6 stories) is 89 per cent, for 
a group of lower buildings (averaging 
10.4 stories) 79 per cent. Apparently, the 
average (fourteen-story) building is the 
most economical. 


MILESTONE 


Handling a continually increasing share 
of a continually increasing business, the 
Federal Housing Administration sped past 


a milestone at February’s end. Applica- 
tions for FHA insurance of home mort- 
gages since FHA’s establishment in 1935 
have topped the $5 billion mark. Since 
applications must be processed and, in 
many cases, refused, the volume of FHA 
insurance actually in force is considerably 
below this level. On February 28, it 
amounted to about $4.2 billion of which 
home mortgages accounted for $2.8  bil- 
lion, property improvement and moderni- 
zation loans $1.3 billion and rental housing 
project mortgages $129 million. 

The average weekly volume of new 
house construction begun under FHA in- 
spection during February was 2.413 units, 
compared with 2,397 in January and 2.035 
in February 1940. 


FOUNDATIONS UP 


One of Building’s top-notch contractors 
recently and without fanfare moved up 
another notch: Famed Foundation Expert 
George J. Atwell is now President of New 
York City’s Thompson-Starrett Co., Inc. 


general contractors. Some 40 years ago 


Atwell enjoyed the dubious honor of being 
fired from his insurance company job by 
Efficiency Expert Charles Evans Hughes, 
and he has been in the foundation construc- 
tion business ever since, and with increasing 
success. Today, the work of the George J. 
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Atwell Foundation Corp.—very much alive 
despite the new post of its president and 
director—is holding up many New York 
City landmarks, including the U. S. Post 
Office, International Telephone and Tele- 
graph Building, U. S. Court House, New 
York Life Insurance Co. Building and, big- 
gest of all, Rockefeller Center. While the 
latter project was going up, Atwell, mind- 
ful of public curiosity, set up a booth to 
shelter kibitzers while they watched the 
progress of his labor, decorated it with the 
Dutch motto: “De Beste Stuurlui Staan 
aan Wal” (“The best pilots stand on the 
shore”). His reward: honorary presidency 
of the “Sidewalk Superintendents Club” 
whose open membership quickly swelled to 
some 10,000 excavation gapers. 

Heavy-set, gruff-voiced and white-haired, 
Contractor Atwell is prominent in many 
fields—on the turf as a horseman and a 
director of the National Horseshow Assn., 
in transportation as a director of the New 
York Omnibus Corp. which last month 
made news as the victim of a CIO strike, 
in politics as past president of the National 
Democratic Club, in finance as director and 
trustee of the Prudence Securities Corp. 
and, finally, in insurance as a member of 
the advisory board of the American Mutual 
Liability Insurance Co. He once headed 
the local General Contractors Assn. 

As president of Thompson-Starrett, Big 
Builder Atwell is in charge of all its new 
contracts, most of which are for defense 
projects. Last month the company was 
qualifying for $32 million worth of dry- 
dock and improvement work at the local 
Navy Yard and was negotiating for other 
sizable contracts at the Norfolk (Va.) and 
Mobile (Ala.) Navy Yards. 


TRUST BUSTING 


Recovering from a serious setback on the 
building labor front (ArcH. Forum, Mar. 
1941, p. 2) Trustbuster Thurman Arnold’s 
building industry clean-up campaign 
moved forward again last month. On the 
mat went the Southwestern 
Woodwork Assn. of Kansas City, Mo., four- 
teen leading millwork companies operating 
in the Association’s territory and fifteen 
company officials. Reason: a Federal 
(Continued on page 4) 
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An architect shows how to have 
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Here’s a kitchen designed by Otto Teegen, Director of Architecture 
of the Beaux Arts Institute, New York. All those luxurious tile 
effects ... those smooth, smart upper walls and ceiling . . . that cozy 
breakfast nook ... are made possible by two of today’s most modern 


Wainscot of Mr. Teegen’s Masonite kitchen is Presdwood Temprtile 
with four-inch squares. The board can be painted or enameled before 
or after it is applied by nailing or adhesive. Upper walls and built-in 


cabinets are all Tempered Presdwood, which is especially suited for 
materials—Presdwood Temprtile* and Tempered Presdwood,* the cabinet doors, because it will not warp, split or crack when properly 
Masonite* wood-fibre hardboards. Counter tops and recessed cabinet used. Both boards are economical to apply. They can be cut to fit 
base-boards are made of Black Masonite Tempered Presdwood. all sorts of odd-sized areas with ordinary 


wood-working tools. 
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And here is Mr. Teegen’s bathroom design. Presdwood Temprtile 
boards with eight and twelve inch squares mark a new note in bath- 


The shower stall is lined with Tempered Presdwood applied with the 
same metal moldings as those which have been used throughout the 
room wall decoration. Wainscot is Tempered Presdwood, and ceiling 


room. A recessed shower light above the Tempered Presdwood 


ceiling shines through frosted glass. Low partition beside the toilet 
is also made of Tempered Presdwood. Both Presdwood Temprtile 
and Tempered Presdwood are highly moisture-resistant. 


is the same material decoratively grooved. Temprtile and Tempered 
Presdwood are marble-smooth, grainless boards. To redecorate 
means merely the application of a fresh coat of paint or enamel. 
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MASONITE 


Hit PRESDWOOD 
oer TEMPRTILE 


THE WONDER WOOD OF A THOUSAND USES 
SOLD BY LUMBER DEALERS EVERYWHERE 


. ’ 
TRADE-MARK REG. U. S. PAT. OFF. MASONITE’ IDENTIFIES ALL PRODUCTS 
MARKETED BY MASONITE CORPORATION COPYRIGHT 1941, MASONITE CORP 
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Please send FREE samples and full information about Masonite Presdwoo 
Temprtile and Tempered Presdwood. 
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THE MONTH IN BUILDING 


grand jury returned an indictment charg- 
ing that the 30 defendants had violated the 
Sherman Anti-Trust Act by fixing arbi- 
trary and non-competitive prices on stock 
millwork (windows, sash, doors, trim, etc.) 
sold by jobbers to retail lumber dealers, 
builders and contractors in Missouri and 
nearby States. 

Specific charge against the Association 
was the maintenance of a price list (quoted 
by jobbers.to retailers) by estimating job- 
bers’ costs and profits on each item of 
millwork and then adding arbitrary mark- 
ups to these estimates. Claim is that prices 
actually paid by retailers were determined 
by applying discounts, fixed by the Asso- 
ciation, to the list prices and that the 
Association policed the agreement among 
the defendant jobbers and enforced it by 
threats to boycott any millwork manufac- 
turer who disregarded the fixed prices. 
The case is still pending. 

One month earlier, “Buster” Arnold won 
a signal victory when the Western Pine 
Assn., 59 lumber companies and fourteen 
individual lumbermen entered pleas of nolo 
contendere to a grand-jury-supported 
charge of Federal anti-trusters, stepped up 
and paid a total of $81,500 in fines. Com- 
mented Special Assistant to the U. S. 
Attorney General Tom C. Clark: “The 
prosecution of this case along with the 
West Coast Lumbermen’s Assn. was insti- 
tuted by the Government for the reason 
that a close-knit conspiracy has for many 
years existed in the lumber industry which 
has resulted in a curtailment of production 
and a stabilization of prices. . . . In enter- 
ing this consent decree, the pine lumber 
industry of the ten Western States recog- 
nizes the merits of the Government’s posi- 
tion and agrees to correct all the evils 
complained of in the indictment.” Biggest 
individual fine, $5,000, was paid by the 
Association; several of the companies 
were assessed $1,000 each; all of the indi- 
viduals, $500 each. 


ADJUSTED RENTS CON’T. 


Since THE Forum recently outlined a sug- 
gestion for improvement of the public 
housing program by adjusting subsidized 
rents to dwellers, not dwellings (ArcH. 
Forum, Feb. 1941, p. 140), several ex- 
periments in this direction have come to 
light. 

®& In Washington, D. C. Director John 
Ihider of the Alley Dwelling Authority has 
announced that a family occupying a 
USHA project will pay a minimum rent 
of $11 per month, regardless of the size 
of its apartment, provided however that 
the family’s income does not exceed $55 
per month. A higher incomer will pay 
proportionately more rent until the eco- 


nomic rent for the occupied apartment is 
reached. When this point is reached, the 
family will be ousted. told to seek accom- 
modations in privately financed housing. 
®& In New York City the local housing 
authority has decided to guinea-pig the 
adjusted rent plan in its new $5.6 million 
East River Houses. The 1.170 dwelling 
units have been grouped according to 
their sizes; each group has been assigned 
three different rentals according to the 
location and desirability of the units; and 
family income eligibility limits have then 
been established for each group. Thus, 
the three-room apartments will rent for 
about $19, $24 and $30, depending upon 
location, to families earning between $849 
and $1,499 per year. Indicating that the 
authority recognizes that a big family may 
require a big apartment at a low rent is 
the fact that the least desirable six-and- 
one-half room units in the East River 
Houses will rent to families earning less 
than $1,049 for about $20 per month— 
almost the same rental as that charged for 
an apartment half as big. 

In Atlantic City, N. J., Boston, Mass., 
and Raleigh and Wilmington, N. C., local 
housing authorities have announced their 
intentions to establish similar schedules of 
rents adjusted more to the incomes of 
tenants than to the size of the apartments 
they occupy. 

Once in operation, the results of these 
adjusted rent plans will make interesting 
comparisons with the orthodox policies 
followed in USHA’s 300-odd other projects, 
may even demand a nation-wide revision 
of public housing rental procedure. 


HOME BUILDERS 


Last month the new-born representatives of 
U. S. house builders (ArcH. Forum, Mar. 
1941, p. 2) began to talk. A loyal sub- 
sidiary of the National Assn. of Real 
Estate Boards, the Home Builders Institute 
of America announced a significant eight- 
point program for the general improve- 
ment of the industry. Meanwhile, the 
Home Builders Assn., an insurgent inde- 
pendent group of younger, lower cost, big- 
ger volume builders announced a_ one- 
point program toward easier home financ- 
ing terms. 

HBI puts first on its agenda the prepa- 
aration of model State legislation estab- 
lishing minimum qualifications for the 
licensing of speculative builders. The or- 
ganization hopes that all States will even- 
tually follow the lead of California, Michi- 
gan and the District of Columbia which 
already have builder licensing laws of one 
form or another to protect the public and 
discourage shoddy construction and shoe- 
string house building operations. 

Other proposed undertakings of HBI as 


outlined last month by President David 
D. Bohannon of San Francisco, include: 
1) Publication of a confidential tip sheet 
on material price fluctuations, market 
trends, pending legislation, etc. which will 
assist members in the planning of their 
production. 2) Cooperation with financial 
institutions toward the fitting of home pur- 
chase plans to home buyer needs. 3) Study 
of mutual or cooperative methods of pur- 
chasing materia’ ~ ~ local, perhaps na- 
tional, scale as au ci °9 cost reduction. 
4) Study of similar :n«.hods of buying 
liability and other types of builder insur- 
ance. 5) Conference with city representa- 
tives on the improvement of local building 
codes. 6) Cooperation with private and 
public housing research organizations. 
7) Preparation of a handbook on the mer- 
chandising of houses. Good bet is that, 
since HBI is a NAREB child, this mer- 
chandising guide will depict the realtor 
as the home builder’s No. 1 sales tool. 

HBA, for the time being at least, has 
funneled all its energies toward one goal — 
liberalization of the FHA mortgage insur- 
ance program. Specifically, HBA is stump- 
ing for enactment of the pending Sacks 
amendment to the National Housing Act 
which would authorize FHA to insure 30- 
year mortgages covering 95 per cent of the 
valuation of houses and lots valued up to 
$6,000, thus reducing the necessary cash 
down payments to only 5 per cent. (Present 
limitations: 25-year, 90 per cent mortgages 
with 10 per cent down payments.) Argu- 
ment advanced by HBA’s President Ed- 
ward A. Kerr of Philadelphia is that FHA’s 
losses on under-$6,000 houses have been 
negligibly small and that, since mortgage 
risk depends largely on the borrower’s 
ability to meet monthly payments, the 
proposed NHAct amendment would not 
jeopardize this record. Reason: monthly 
payments on a 30-year 95 per cent loan are 
only a few dollars higher than under the 
existing 25-year 90 per cent plan. The 
$300 difference between the down pay- 
ments on a $6,000 property would un- 
doubtedly open up the housing market 
to a vastly greater proportion of the popu- 
lation. 

While HBAster Kerr’s reasoning holds 
true for short-term mortgage risks, it is 
open to question when the entire life of a 
mortgage is considered. Thus, if a bread- 
winner buys a house at age 30 (close to 
the average) he will still be paying for 
it at the generally-accepted retirement age 
of 60. Many a sage observer believes that a 
25-year mortgage (paid off at age 55 in 
this near-average case) is too long and 
that time will prove it to FHA’s embarrass- 
ment. 


SWOPE REPORT 


Early last year the biggest local public 
housing job in the country was given to 
the former president of the General Elec- 
tric Co., Gerard Swope. As chairman of 
(Continued on page 66) 





a 


APRIL 


= 
3 
a 
= 
os 
4 
< 


VEW HOUSES 


As veterans of twelve special house numbers published in the past six 
years, ForuM editors still confess to the same excitement which attended 
the first of these semi-annual quests for the best in American small house 
architecture. With each installment of the continued story of architects 
and the small house, there emerges more clearly a pattern of develop- 


ment. Never has the pattern looked more promising than in the collection 
of houses shown here. 


Last year was a 440,000-house year. There was no difficulty in finding 
good houses, but it was not easy to make a choice that would be truly 
representative of all types and all sections of the country. In making 
their selections, the Editors were generously aided by numerous chapters 
of the American Institute of Architects, each of which carried out its own 
preliminary survey. The results of this collaborative effort are embodied 


in the 81 houses presented here. 


In examining this group both old and new tendencies in design are 
apparent. The fundamental cleavage between period and modern design 
remains—but the gap is growing perceptibly smaller. It is not news that 
“modernistic” has been giving way to something closer to the popular 
conception of home—but it can now be seen that the period house has 
also been changing. It no longer relies so heavily on the tricks of eclec- 
ticism. Replacing the sagging roof lines, imitation half-timber and 
“correct” detail is a return to the traditional concern with contemporary 
problems of building. Between the plans of many period and modern 
houses in this issue there is little choice, and almost the same can be said 


for the more thoughtfully designed exteriors. 


Growing up between these two changing types is another kind of house, 
possibly more significant than either: the modern house sufficiently cam- 
ouflaged to keep lending agencies from getting nervous. The importance 
of this architectural wolf in sheep’s clothing lies in the fact that here is 
a basis for the continuity of development essential to the creation of a 
new style, one that individual experiments, however exciting. can never 
achieve. 


All three types appear in different forms in various parts of the country, 
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and even period designs are tending to take on a distinct regional charac- 
ter. The outstanding example of this trend is, of course, the West Coast, 
but similar developments are visible elsewhere. Such regional expression 
is not a negation of broader influences: it is simply a recognition of local 
living habits, climate, materials and accepted building methods. In these 
several trends, presented here within a framework of five geographical 
divisions, is contained the main basis for hope that these now divergent 


movements may ultimately merge in a truly American house. 


Those who concur with the Editors in their high opinion of the competence 
displayed in these houses will again ask why the authors of such designs 


and other qualified private practitioners still wait for their numbers to 
be called in the defense housing program. 
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GORDON ALLEN CANTON, MASS. 303 ANTHONY LORD ASHEVILLE, N. C. 262 
ASHEVILLE, N. C. 264 

HARRIS ARMSTRONG ST. LOUIS COUNTY, MO. 212 
HARRY MASLOW LINDEN, N. J. 300 

ATLEE B. & ROBERT M. AYRES SAN ANTONIO, TEX. 248 
McMURRAY & SCHMIDLIN NUTLEY, N. J. 293 

WILLIAM J. BAIN SEATTLE, WASH. 241 
CHARLES F. MINK MAMARONECK, N. Y. 301 

W. POPE BARNEY NEWTOWN SQUARE, PA. 304 
WALLINGFORD, PA. 302 THOMAS E. MOORE DENVER, COLO. 280 
BEATTY & STRANG MADISON, WIS. 286 MOORE & HUTCHINS POUNDRIDGE, N. Y. 306 




























RICHARD G. BELCHER YONKERS, N. Y. 300 RICHARD A. MORSE & 
ARTHUR T. BROWN TUCSON, ARIZ. 251 
BERNINGER & BOWER BRYN ATHYN, PA. 292 
MURPHY & WISCHMEYER UNIVERSITY CITY, MO. 282 
SHELDON BRUMBAUGH McCOOK. NEB. 215 
RICHARD J. NEUTRA LOS ANGELES, CALIF. 230 
CHESTER L. CARJOLA SANTA BARBARA, CALIF. 233 
JOHN NORMILE DES MOINES, IOWA 211 
CAMERON CLARK FAIRFIELD, CONN. 298 
PERRY, SHAW & HEPBURN CONCORD, MASS. 294 
CLOSE & SCHEU MINNEAPOLIS, MINN. 214 
POTTER, TYLER & MARTIN OXFORD, OHIO 285 ; 
WILSON CONNELL, JR. HINSDALE, ILL. 268 t 
WINCHTON L. RISLEY GLANDALE, CALIF. 231 vss. 
MARIO CORBETT CARMEL, CALIF. 244 ty 
SAVERY, SCHEETZ & GILMOUR PENN VALLEY, PA. 292 aha 
GARDNER A. DAILEY WOODSIDE, CALIF. 220 é 
CARL SCHMUELLING CINCINNATI, OHIO 284 
FREDERICK A. EASTMAN TUCSON. ARIZ. 256 
W. H. SEARS & P. B. SHEPHERD LOOKOUT MOUNTAIN, TENN. 265 
EVANS, MOORE & WOODBRIDGE NORWALK, CONN. 295 
SKIDMORE, OWINGS & MERRILL WILLIAMS BAY, WIS. 281 
HENRY I. GAINES ASHEVILLE, N. C. 260 
WINSOR SOULE & JOHN F. MURPHY SANTA BARBARA, CALIF. 232 
GEDDES & KELLY STURBRIDGE, MASS. 305 
B. E. STARR HARRISBURG, PA. 304 
RAYMOND D. GOLLER COLUMBUS, OHIO 216 
CHARLES M. & EDWARD STOTZ, JR. CORAOPOLIS, PA. 296 
ELMER GYLLECK DUNDEE, ILL. 210 
J. ROBERT F. SWANSON BIRMINGHAM, MICH. 218 
ANDRE HALASZ LINDEN, N. J. 294 
EDWARD W. TANNER & ASSOC. KANSAS CITY, KANSAS 288 
G. THOMAS HARMON, III DARLINGTON, S. C. 261 
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JAMESON & HARRISON 





PEORIA, ILL. 216 W. STUART THOMPSON COLD SPRING HARBOR, L.1., N.Y. 296 
ELLSWORTH JOHNSON BERKELEY, CALIF. 242 VOORHEES & EVERHART WINSTON-SALEM, N C. 258 
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KENNETH KASSLER MOUNTAINSIDE, N. J. 290 ERLE WEBSTER & ADRIAN WILSON LOS ANGELES, CALIF. 222 


WUE ats + 







DONALD 6. KIRBY ONTARIO, CALIF. 229 FREDERICK W. WHITTLESEY PHOENIX, ARIZ. 249 








. HOWARD B. KNIGHT CORAL GABLES, FLA. 259 F. CARTER WILLIAMS ROCKY MOUNT, N. C. 260 fi 
1] 

F. MONROE LABOUISSE NEW ORLEANS, LA. 266 ROYAL BARRY WILLS a oe 308 e 

4 

HOUSTON, TEX. 248 2 

TALBOTT WILSON & IRWIN MORRIS 2 

LaFAYE, LaFAYE & FAIR COLUMBIA, S. C. 263 HOUSTON, TEX. 250 a 








JOHN W. LINCOLN 


Piet 2 


STONINGTON, CONN. 297 WILLIAM W. WURSTER SARATOGA, CALIF. 238 









FRANCIS E. LLOYD FAIRFAX, CALIF. 





BENJAMIN K. WYATT SAN ANTONIO, TEX. 254 
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WEST COAST 


The West Coast has a climate ranging from sub-tropical to temperate and humid. 
Except on the slopes of the Rockies the heating season is short or non-existent. 
Lumber is the chief building material, easily available and cheap. A substantial 
percentage of the building sites are irregular and hilly. The character of the 
land, the climate and the choice of materials combine to make it an almost ideal 
region for building. California’s modern architects have taken full advantage of 
these factors, developing in the process an extremely interesting local style. Re- 
cently a new group has appeared in the Northwest whose work shows promise of 


equally vigorous regional character. 
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Roger Sturtevant 


All photos, 
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WOODSIDE, CALIF. GARDNER A. DAILEY, ARCHITECT, A.LA. 


VIEW 1. 


This striking design borrows some of 
the best (and least appreciated) features 
of the Victorian style to produce a sort 
of “Hudson River Bracketed” minus the 
brackets. Particularly does the view of 
bold living-room bay, directly above, 
with its crisp roof lines, generous over- 
hang, and high window, recall the late 
nineteenth century and suggest that this 
“period,” with all its excesses, may yet 
play an important part in the develop- 
ment of an indigenous American house. 
The house is planned on two levels, with 
an open living-dining room and kitchen 
in the upper portion, two bedrooms and 
a bath about a half a floor below. 
Closets are generous; a small laundry 
next to the kitchen does double duty as 
a service vestibule. Cost: 42 cents per 
cu. ft. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—vertical red- 
wood shiplap, Douglas fir studs. Interior 
partitions—Douglas fir studs, wood lath, U. S. 
Gypsum Co. plaster. 

ROOF: Covered with redwood shingles. 
INSULATION: Roof—Celotex Corp. 
WINDOWS: Sash—double hung, sugar pine. 
Glass—Pennvernon, double strength, quality 
B, Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum over ply- 
wood. 

HARDWARE: By Sargent & Co. 

PAINTS: By Pratt & Lambert. 
BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Cold water pipes—galvanized 
steel. Hot water pipes—copper tubing. 
HEATING: Oil fired unit used for both forced 
warm air and water heat, Crane Co. 

























































TWO BEDROOMS, ONE BATH, DINING ALCOVE, ATTACHED GARAGE, SLOPING SITE 





Sg to ph Ee 


on 
a) 
¥ 
1a 
Pa 


WE 








™ 
— 


Miles Berné Photos 
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LOS ANGELES, CALIF. ERLE WEBSTER & ADRIAN WILSON, ARCHITECTS, A.A. 


CONSTRUCTION OUTLINE 


FOUNDATION: Concrete. 

STRUCTURE: Exterior wails — Portland 
cement stucco, studs; inside—gypsum plas- 
terboard lath, cement plaster, interior stucco 
and Keene's cement finish. Floor construc- 
tion—oak finish. 

ROOF: Covered with red cedar shingles. 
SHEET METAL WORK: Galvanized iron 
throughout. 

WINDOWS: Sash—sugar pine casement. 
Glass—double strength, quality B, Libbey- 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—common 
BS . oak. Kitchen and bathrooms—linoleum, Arm.- 
VIEW 1, strong Cork Co. 

WOODWORK: Trim (living room)—redwood; 
elsewhere—California pine and Douglas fir. 
Doors—‘‘Sturdibilt,""” M. & M. Woodworking 











This highly efficient and workable plan places all of the rooms on a single floor 





; y . wae Co. 
at the level of the rear garden, is equally well adapted to a level site. A small HARDWARE: By Schlage Lock Co. 
entrance hall, conveniently adjoining the kitchen, provides direct access to the PAINTS: By National Chemical & Mfg. Co. 
sas ; ne wig aes ELECTRICAL INSTALLATION: Wiring 
living room and bedrooms. The living-dining room is in the shape of an L which system—concealed flexible metallic conduit. 
" 
. : : ; Switches—Despard, Pass & Seymour. 
—J Ss > " » Ss 7 2_¥ Cee 
surrounds a terrace, an increasingly popular arrangement that is exceedingly BATHROOM EQUIPMENT: By American 
attractive and has the advantage of providing a definite area for dining without Radiator-Standard Sanitary Mfg. Co. Cabin- 
eye ne i x . ets—Dura Steel Products Co. 
sacrificing the openness of the plan. Living and dining room windows, which PLUMBING: Soil pipes—cast iron. Hot and 
—— . : . : . Id water pipes—galvanized steel. 
ace s st, are generous; ove ging /es > > - os 
face south and east, are g verhanging eaves protect the out-swinging RATUme Pinan Gesnens, Utant teeter On 
casements and shut out summer sun. Cost $4,184. Cubage 17.480. Water heater—General Water Heater Co. 
VIEW 2. 
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BEDROOMS 
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, ONE BATH, LIVING-DINING ROOMS, ATTACHED GARAGES 
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PALO ALTO, CALIF. HERTZKA & KNOWLES, ARCHITECTS, 


a — 


eee eee ty 
3 = ; . 
| > <r i ‘ 












































A. LA, 


oece See e eee Se rere 


yp eee paseetqeeenen 


—S 
* 


SSS Se See eee. 














+x 
; i + 





A five-house development which includes several interesting variations 
of the standard low cost plan. In all cases, a definite portion of the 
living room is set aside for dining; all but one of the garages are attached 
but have no inside connection to the house. Despite the fact that the 
plot, which is only 125 ft. square, is rather crowded, careful placement 
of the windows has afforded considerable privacy, although sometimes 
at the expense of through ventilation for the bedrooms. Room and 


bath over the detached garage are for a caretaker. Total cubage: 50,000. 
Cost, $16,748, or an average of $3,350 per house. 


APRIL 7 Pe a-R 


—— + ' — + 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis-—-Douglas fir studs, 
diagonal sheathing, exterior stucco, Pacific Portland 
Cement Co., 15 Ib. waterproof asphalt felt, Johns-Man- 
ville; inside—stucco, California Stucco Co. Interior par- 
titions—studs and plaster. Floor construction—Doug- 
las fir T. & G., plywood or oak finish flooring. 
ROOF: Covered with cedar shingles.. 

FIREPLACE: Damper—Richardson Damper Co. 
SHEET METAL WORK: Galvanized iron, 26 gauge. 
WINDOWS: Sash—sugar pine, double hung and case- 
ment, Pacific Manufacturing Co. Glass—quality B, 
double strength, Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Main rooms—oak. Kitchen and 
bathrooms—linoleum, Armstrong Cork Co. 
WOODWORK: Trim and doors—white pine and Doug- 
las fir, Pacific Manufacturing Co. 

HARDWARE: By P. & F. Corbin. 

PAINTS: By M. Friedman & Sons. 

ELECTRICAL INSTALLATION: Wiring system— 
knob and tube. Switches—toggle, Arrow, Hart & Hege- 
man Electric Co. Fixtures—Lightolier Co. 
KITCHEN EQUIPMENT: Range—gas, Florence Stove 
Mfg. Co. Refrigerator, sink and cabinets—Sears-Roe- 
buck. 

LAUNDRY EQUIPMENT: Washing machine—Bendix 
Home Appliances. 

BATHROOM EQUIPMENT: By Kohler Co. Shower— 
Henry Weis Mfg. Co. Cabinets—Halliensheid & Mc- 
Donald Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and cold water 
pipes—galvanized soft steel. 

HEATING: Warm air floor furnaces — Electro-Gas 
Furnace Co. Water heater—Federa!l Water Heater Co. 
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MOISTURE-RESISTANT MATERIALS, CLOSET-PARTITIONS, KITCHEN-LIVING ROOMS 
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Richard Garrison Photos UPPER HOUSE 


HOUSES NEAR SEATTLE, WASH. PAUL THIRY, ARCHITECT, A.I.A. 


LOWER HOUSE 
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These connected houses are situated in a tract 
of timberland about fifteen miles from Seattle. 
Owned by a brother and sister, they are used only 
weekends and in summer. Due to the generally 
high humidity in this area, an attempt was made 
to eliminate all moisture-absorbing materials, with 
the very unusual results shown here. Floors are 
hard, there is no plaster, walls are of hollow tile 
exposed inside and out; in some of the walls glass 
block is ingeniously combined with the tile. Porch 
furniture was used for its damp-resistant qualities. 
A considerable degree of standardization is evi- 
dent in the two houses, especially in the plans, 
where closets are used as partitions, and in the 
design of the kitchens as integral parts of the main 
living areas. Cubage: Lower house, 17,670; 


Upper house, 17,210. 


LOWER HOUSE 


KITCHEN—LIVING ROOM 
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PAUL THIRY, ARCHITECT, A.LA. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—single wall, 
hollow tile, Heath Cube, Seattle Brick & Tile 
Co. Floor construction—(1st) reenforced 
concrete slab over 4 in. hollow tile; topped 
with Raecolith, Raecolith Floor Co. Ceilings 
—1 in. Thermax, exposed, Celotex Corp. 
ROOFING: Covered with 4-ply tar and 
gravel, Pioneer-Flintkote Co. 

FIREPLACE: Damper—Superior Fireplace 
Co. 

SHEET METAL WORK: Flashing and ducts 
—Anaconda copper, American Brass Co. 
INSULATION: Rockwool, Philip Carey Co. 
WINDOWS: Sash—wood. Glass—single and 
double strength, Libbey-Owens-Ford Glass 
Co. Glass blocks—Pittsburgh-Corning Corp. 
WOODWORK: Douglas fir throughout. Cab- 
inets—plywood. 

PAINTS: lI. F. Laucks, Inc. 

ELECTRICAL INSTALLATION: Wiring 
system—knob and tube and rigid conduit. 
Switches—Harvey WHubbell, Inc. Fixtures— 
Seattle Lighting Fixtures Co. 

KITCHEN EQUIPMENT: Drainboards—red 
quarry tile, Rodgers Tile Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Shower 
stalls—Weisway, Henry Weis Mfg. Co. 





INTERIORS OF UPPER HOUSE 











TWO BEDROOMS, DEN, ATTIC SPACE FOR 


ONTARIO, CALIF. 
























DONALD BEACH KIRBY, ARCHITECT, 
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FUTURE BEDROOMS AND BATH 




















The exterior views of this house show a 
Cape Cod cottage rather far from home. 
Behind the modest front is an unusual plan, 
with the rooms arranged within an almost 
symmetrical envelope. The entry is the 
focal point of all circulation, with living 
and dining rooms opening directly off it, 
and a long corridor which links the two 
bedrooms and den into a completely private 
unit. In conformity with a practice that has 
become almost standard, the study is con 
vertible into a third bedroom. Provision 


has been made for two bedrooms and a bath 


on the second floor. Cost: $7,372. Cubage 
garage) 4,380. 


(house) 25.340: | 











Woodcock Photos 












CONSTRUCTION OUTLINE 








STRUCTURE: Exterior walis—Douglas fi 
framing and sheathing, redwood mudsilis 
Royal cedar shingles over tar paper. Inte 
rior—plaster. Floor construction—oak finish 
ROOF: Covered with cedar shingles. 
SHEET METAL WORK: Galvanized iro 
throughout. 
WINDOWS: Sash—sugar pine, double hung 
Glass—Pennvernon, single strength, qualit 
B, Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Kitchen and bath 
rooms—linoleum, Armstrong Cork Co. 
WALL COVERINGS: Living room and on 
bedroom—walipaper, C. W. Stockwell & Co 
remainder—plaster. 

WOODWORK: Ponderosa pine throughou 
HARDWARE: By Schlage Lock Co. 
ELECTRICAL FIXTURES: Luminaire, In 
KITCHEN EQUIPMENT: Range—gas, Ga 
fers & Sattier. Refrigerator—Electrolux, Se 
vel, Inc. 

LAUNDRY EQUIPMENT: Washing machi 
—Thor, Hurley Machine Div., Electric Hous 
hold Utilities Corp. 

BATHROOM EQUIPMENT: By Crane C 
Shower—tile, Gladding, McBean & Co. Ca 
nets—Dura Steel Products Co. 
PLUMBING: Hot and cold water pipes 
galvanized. 

HEATING: Warm air furnace, gas, gravi 
Arthur Betz Heating Co. Water heate 
Day & Night Heating Co. 























































TWO BEDROOMS, GARAGE DESIGNED FOR CONVERSION INTO STUDIO 
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VIEW 3 All photos, Luckhaus 
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LOS ANGELES, CALIF. RICHARD J. NEUTRA, ARCHITECT, A. IL. A. 








The architect comments: “An inexpensive house, designed for low 
maintenance. A sloping lot required a floor plan on three levels: 
garage, sleeping rooms and living area. The garage has large win- 
dows along the north side and access to the garden on the south. It 
is planned to convert this into a studio at some later date and to 
erect a future car shelter at the front of the property.” Cost: $4,500. 


Cubage: 13,800. 


VIEW 4, 
( or 


es F a4 = 4:3 


VIEW 2, 


VIEW 3. 





CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—diagonally braced 
timber chassis, redwood shiplap siding; inside— 
plaster over wood lath. 

ROOF: Composition roofing, Johns-Manville. 
SHEET METAL WORK: Flashing—24 gauge gai- 
vanized sheet metal, Columbia Steel Co. 
WINDOWS: Sash—wood casements, sugar pine 
frame, Patten Blinn Lumber Co. Operators—Sy!- 
vester Sash Operators, Inc. Glass—double strength, 
quality A, Libbey-Owens-Ford Glass Co.; Factrolite 
in garage workshop, Mississippi Glass Co. 

FLOOR COVERINGS: Main rooms—carpet. Kitchen 
and bathrooms—linoleum, Armstrong Cork Co. 
HARDWARE: By Schlage Lock Co. 

PAINTS: By Leon Finch, Ltd. 

ELECTRICAL INSTALLATION: Wiring system— 
flexible and rigid conduit, Hazard Insulated Wire 
Works. Switches—Bryant Electric Co. 

KITCHEN EQUIPMENT: Range—electric. Refrig- 
erator—Sunbeam Electric Mfg. Co. 

BATHROOM EQUIPMENT: Fixtures by Crane Co. 
PLUMBING: Cold water pipes—galvanized steel. 
Hot water pipes—gaivanized wrought iron. 
HEATING: Recessed, ventilated gas wall heater i 
living room, Andrews Heater Co. Water heater 
gas-fired, Crane Co. 


23 












































SANTA BARBARA, CALIF. 





TWO BEDROOMS, BATH, LIVING-DINING ROOM, ATTACHED GARAGE 





WINSOR SOULE & JOHN FREDERIC MURPHY, ARCHITECTS, A.LA. 


CONSTRUCTION OUTLINE 






















STRUCTURE: 
The plan of this cottage shows sleep- 
ing accommodations for three, with a 
living room and kitchen of good size. 


ered with 7 in. 


The design is more generous in its 








allocation of space than most small two- 
bedroom houses, but far from wasteful. 
Treatment of the exterior is completely 
unassuming, with a small entrance BATHROOM 
porch filling out the rectangle covered 
by the main roof. A vigorous board and 
batten wall adds texture to the exterior. 
Cost: $4,472. Cubage: 10.800. 
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Ponderosa pine. 
T. & G. plank on girders, 5 ft. o. c. 
WINDOWS: Sash—wood casements. Glass— 
Libbey-Owens-Ford Glass Co. 

HARDWARE: By Yale & Towne Mfg. Co. 
KITCHEN EQUIPMENT: 
Chef, American 
Frigidaire Corp. 
FIXTURES: 
Radiator-Standard Sanitary Corp. 
PLUMBING: Hot and cold water pipes— 
American Brass Co. 
HEATING: Gas-fired thermostatically con- 
trolled warm air furnace. 
General Water Heater Co. 


Anaconda copper, 


Exterior 


walls—Ponderosa 
knotty pine boards molded joint inside, cov- 


Battens interior partitions— 
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Floor construction—2 in. 


Range—Magic 
Refrigerator— 


By American 


Water heater— 
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TWO BEDROOMS, ONE BATH, STUDY, LAUNDRY, ATTACHED GARAGE 


This bold and workmanlike plan solves most of the problems posed by the 
single-story house in an exemplary fashion; all of the principal rooms are 
directly accessible from the central entrance hall: none serves as a corridor 
for essential circulation; the front door is near the kitchen; daytime rooms 
overlook the rear garden; a laundry-utility room is provided in lieu of a base- 
ment. Provision for formal and informal dining is excellent, fenestration of the 
elongated bedroom corridor makes an attractive feature of what might other- 
wise have been an unfortunate necessity. Cost, $10.000 not including architect's 


fee. Cubage: 21,000. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—studs, metal lath, 
cement plaster; inside—rocklath and stucco 
ROOF: Covered with Royal cedar shingles 
FIREPLACE: Damper—Superior Fireptace Co 
WINDOWS: Sash—specia!l redwood, double hung 
and casements. Glass— single strength, Libbey 
Owens-Ford Glass Co 

FLOOR COVERINGS: Living room and halis-—-grass 
mats. Bedrooms—carpet. Kitchen and bathrooms 
linoleum, Armstrong Cork Co. 

HARDWARE: By Yale & Towne Mfg. Co. 
ELECTRICAL INSTALLATION: Wiring-——3-wire 
system. Switches—Bryant Electric Co. 

KITCHEN EQUIPMENT: Range—Magic Chef, 
American Stove Co. Refrigerator—Frigidaire Corp 
BATHROOM EQUIPMENT: Toilet-—-W. A. Case & 
Son Mfg. Co., remainder of fixtures—Crane Co. 
PLUMBING: Hot and cold water pipes—copper, 
Chase Brass & Copper Co. Water softening system— 
Harold Marks Co. 

HEATING: Warm air system, unit gas furnace and 
grilles, Payne Furnace & Supply Co. Water heater— 
Crane Co. Tank—€Everdur, American Brass Co. 
Ventilating fan—Pryne Co. 





TWO BEDROOMS, SUN DECK, DINING TERRACE, CAR SHELTER 











All photos, Philip Fein 
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FAIRFAX, CALIF. FRANCIS E. 


Nowhere have the possibilities of re- 
gional expression in modern architecture 
been more excitingly realized than on 
the West Coast, and this recent example 
provides an excellent illustration. The 
house is by no means large, but it shows 
an impressive freedom in planning and 
breadth of treatment which take full 
advantage of the view and climate. Due 
to the steep slope the rooms are strung 
out in a narrow line with the deck and 
large openings on the south side. The 
dining room is merely an expansion of 
the corridor to the living room, with 
generous windows on two sides to create 
the desired impression of spaciousness. 
One of the most pleasant features is the 
open stair leading down from the deck 
to the car shelter. Cost: $8,139, Cubage: 
20,200. 























LLOYD, ARCHITECT 
































FRANCIS E. LLOYD, ARCHITECT 





LIVING 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—wood studs, 
sheathing, paper, redwood Anzac siding, 
portions stucco over wire mesh. Floor con- 
struction—plywood under linoleum; white 
oak for bedrooms. 

ROOF: Covered with 3-ply built-up. 
SHEET METAL WORK: Flashing and lead- 
ers—galvanized iron. Gutters—redwood. 
INSULATION: Ceilings—Celotex insulating 
lath, Celotex Corp. 

WINDOWS: Sash—sugar pine, casement. 
Glass—Pennvernon single strength, quality B, 
Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Linoleum, Armstrong 
Cork Co. 

PAINTS: By National Lead Co., W. P. Fuller 
& Co. and Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—knob and tube, concealed. Switches— 
flush tumbler. 

KITCHEN EQUIPMENT: Sink—Ebco Mfg. 
Co. Range—Gaffers & Sattler. Refrigerator— 
General Electric Co. Washer—Bendix Home 
Appliances, Inc. 

BATHROOM EQUIPMENT: By Standard 
Pacific Co. 

PLUMBING: Supply pipes—galvanized steel. 
Soil pipes—cast iron. Septic tank—steel, San- 
equip, Inc. 

HEATING: Gas-fired warm air system, with 
blower. Furnace—Sunbeam, American Radia- 
tor-Standard Sanitary Corp. Water heater 
—Day & Night Heater Co. 























TWO BEDROOMS, BATH, BREAKFAST ROOM, DETACHED GARAGE 


GLENDALE, CALIF. 
WINCHTON LEAMON RISLEY 
ARCHITECT, A.LA. 








The conventional U-plan, arranged on a 


corner lot to provide a high degree of 
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privacy for the rear lawn and garden. The 
garage seems especially well placed for 
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this purpose, serving as a very effective 
screen. A sheltered entry gives access to 


the living room, which forms the circula- 


SS 


tion link between sleeping and service 


wings. Located on a small hall, the one 
bathroom can also function as a convenient 
guest lavatory. Cubage: 13.593, excluding 
porch. 
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CONSTRUCTION OUTLINE 


f 
FOUNDATION: Continuous concrete. 
STRUCTURE: Exterior walls—plaster on 


galvanized wire mesh, building paper; in- 





side—studs, U. S. Gypsum Co. rocklath and 
plaster. Floor construction—sub-floor and 
oak finish. 

ROOF: Covered with cedar shingles. 
FIREPLACE: Damper—Superior Fireplace 
Co. 

SHEET METAL WORK: Galvanized iron, 26 
gauge, throughout. 

WINDOWS: Sash—wood, double hung. 
Glass—single strength, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

HARDWARE: By P. & F. Corbin. 

PAINTS: By Super-Concrete Emulsions Co. 
and Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—conduit. Switches—Bryant Electric Co, 
Fixtures—Luminaire Co. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
HEATING: Forced warm air system. Water 
heater by Mission Water Heating Co. 
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TWO BEDROOMS, TWO BATHS, MAID’S ROOM, ENCLOSED PORCH 


photos, Roger Sturtevant 








SARATOGA, CALIF. WILLIAM WILSON WURSTER, ARCHITECT, A. 


The plan shows a most unusual scheme which is in 
essence two living units connected by an enclosed 
porch so large that it dominates the entire house. 
This link, which is over 40 ft. in length, becomes 
in effect a secondary living area for games, dining 
and general entertainment. Rooms throughout are 
generous, but are dwarfed in plan by the boldly 


conceived and executed porch. The exterior and in- 





terior treatment is typical of much new work in 
the region, with dark and light-painted wood used 


very effectively. A sloping lot made possible the 





inclusion of service facilities below the living room 


and kitchen. Floor area: 2,605 sq. ft. 




















WILLIAM 





CONSTRUCTION OUTLINE 


FOUNDATION: Reenforced concrete. 


STRUCTURE: Exterior walls—redwood bevel siding, 15 Ib. 
waterproof building paper, Douglas fir studs; inside—Duali ply- 
wood, VU. S. Plywood Corp. and plaster. 

ROOF: Covered with sheathing and shingles. 


SHEET METAL WORK: Flashing, 


gutters and leaders—gal- 
vanized iron. 


SOUND INSULATION: All-Tite insulating quilt, Plant Rubber 
& Asbestos Co. 


WINDOWS: Sash—double hung, sugar pine casement. Glass— 
single strength, quality B. 


FLOOR COVERINGS: Main rooms—Douglas fir. 


Bathrooms— 
linoteum on concrete slab. 


WALL COVERINGS: Living room—Duali plywood, U. S. Ply- 
wood Corp.; remainder—plaster. 


WOODWORK: Douglas fir throughout. 


HARDWARE: By Casement Hardware Co. 


ELECTRICAL INSTALLATION: Switches—Hart & Hegeman 
and General Electric Co. Fixtures—Hanschen & Goddard. 
BATHROOM EQUIPMENT: By American Radiator-Standard 
Sanitary Corp. 


HEATING: Electric portable heaters. Water heater—Wesix, Inc. 

















THREE BEDROOMS, ONE BATH, DINING ROOM, LAUNDRY, ATTACHED GARAGE 
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SEATTLE, WASH., WILLIAM J. BAIN, ARCHITECT, A.LA. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—handsplit cedar shakes, Brown- 
skin paper, Angier Corp., shiplap; inside—studs, wood lath and 
U. S. Gypsum Co. plaster. Floor construction—sub-floor, build- 
ing paper, oak finish; garage, furnace and laundry—concrete. 





. es ROOF: Covered with cedar shingles. 
Wildman FIREPLACE: Damper—Superior Fireplace Co. 
SHEET METAL WORK: Armco iron, 26 gauge, throughout, 
American Rolling Mill Co. 
INSULATION: Ceilings—2 in. Unifill, Universal Insulating Co. 
WINDOWS: Sash—wood casement and double hung. Glass— 
single strength, quality B, Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Main rooms—oak. Kitchen—linoleum, 
Armstrong Cork Co. Bathrooms—tile. 
WALL COVERINGS: Main rooms—walipaper. 
WOODWORK: Fir throughout. 
This one-story, basementless house has a centrally located heater HARDWARE: By Yale & Towne Mfg. Co. 
room served by the fireplace chimney and a generous laundry and Cares Gy Penge Pens Geass OS. | 
7 ¢ ° d ; / ELECTRICAL INSTALLATION: Wiring system—Loom wire. 
utility room opening off the kitchen. Bedrooms and bath are located Switches—Bryant Electric Co. 
in a compact group at one side of the central living room, the dining KITCHEN EQUIPMENT: Range—General Electric Co. Refrig- 
; erator—Frigidaire Corp. 
room, kitchen, laundry and garage at the other. A questionable BATHROOM EQUIPMENT: By American Radiator-Standard 
feature is the location of the principal entrance at the bedroom side Sanitary Corp. b 
of the house, at a considerable distance from the kitchen, although PLUMBING: Soll pipee—cast iron. Hot and cold water pipes— 
/ galvanized iron. All piping by National Tube Co. Tank—National 
this does have the advantage of providing direct access to the bed- Steel Construction Co. 
rooms and bath, without passing through the living room. Cost: HEATING: Hot air system, filtering and humidifying. Thermo- 
stat—Minneapolis-Honeywell Regulator Co. Acratherm—Day & 
$6,000. Cubage: 21,500. 


Night Heater Co. 
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Roger Sturtevant 


All photos, 








BERKELEY, CALIF. 











LIVING ROOM 


HALL 




















































































ELLSWORTH 








JOHNSON, ARCHITECT, A.LA. 












An extremely compact, low cost house designed for a steeply 
sloping site but equally well adapted to a level lot. The 
open plan of the first floor makes possible the economy 
of small rooms without crowding, besides saving millwork 


Exterior is rough-sawn redwood, flush. Cost, $4,400. 


CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walis—oiled sawed 
redwood shiplap, building paper, Douglas fir 
studs; inside—plaster and California stucco. 
Floor construction—white oak. Ceilings (2nd 
floor) exposed joists, shiplap roof boarding. 
ROOF: Composition covered with crushed 
brick. 

SHEET METAL WORK: Flashings and 
cornices—copper. 

WINDOWS: Sash—double hung, sugar pine, 
unique Window Balance Co. balances. Glass— 
single strength, quality B, Libbey-Owens- 
Ford Glass Co. 

FLOOR COVERINGS: Kitchen—linoleum. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTS: By Samuel Cabot, Inc. and E. |}. 
Du Pont De Nemours, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—knob and tube. 

PLUMBING FIXTURES: By American Ra- 
diator-Standard Sanitary Corp. 

HEATING: Gas fired, central, hot air fur- 
nace. Thermostat—Minneapolis-Honeywell 
Regulator Co. Grilles—Hart & Cooley. 








TWO-BEDROOM, ONE-STORY HOUSE PLANNED AROUND A TREE 








CARMEL, CALIF. 
MARIO CORBETT, ARCHITECT 





This very small house shows a distinct 
Japanese influence, and the impression is 
accentuated by the magnificent tree which 
has been incorporated into the plan. The 
manner in which the rooms have been ar- 
ranged is particularly interesting: the liv- 
ing and sleeping rooms form a compact 
rectangle which contains most of the area 
of the house; beyond is a long, narrow 
wing of the kitchen and attached garage. 
While very economical, the scheme _pro- 
duced a house which bears little resem- 
blance to the conventional one-story box. 


Cost: $5,300. Cubage: 14,000. 
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SCALE IN FEET 
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CONSTRUCTION OUTLINE e 
ne STRUCTURE: Exterior walls—wood siding, 


building paper, O. P. sheathing and studs, 
wood and metal lath; inside—plaster and 
U. S. Plywood Corp. mahogany plywood. 
ROOF: Covered with cedar shingles. 
FIREPLACE: Damper—Superier Fireplace 
Co. 
‘a - SHEET METAL WORK: Flashing, leaders 
a2 ‘o- - and ducts—galvanized iron, Columbia Steel 
: Co. Gutters—redwood. 
x . . : WINDOWS: Sash—sugar pine casement, 
..4, — double hung and fixed. Glass—Pennvernon, 
P P Pittsburgh Plate Glass Co., double and single 
= strength. Weatherstripping — Chamberlin 
4 — Metal Weatherstrip Co. 
a et ._ FLOOR COVERINGS: Main rooms — oak. 
= — Kitchen and bathrooms—linoleum, Arm- 
' =a strong Cork Co. 
~—— HARDWARE: By P. & F. Corbin. 
; PAINTS: By W. P. Fuller Co. 
KITCHEN EQUIPMENT: Range—Wedge- 
—_ wood, James Graham Mfg. Co. Refrigerator 
4 eee —General Electric Co. Sinks—American Ra- 
ge diator-Standard Sanitary Corp. ‘ 
ee BATHROOM EQUIPMENT: By American 
ae ‘ Radiator-Standard Sanitary Corp. 
A 2 «+ ae > PLUMBING: Soil pipes—cast iron. Hot and 
- ‘ ie cold water pipes—galvanized iron. 
e -’ : HEATING: Warm air system, summer 
; switch, fan control. Water heater—Day & 
Night Heater Co. 
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SOUTHWEST 





A hot, dry climate with mild winters. The chief problem is one of ventilation and shelter 
from the sun rather than of heating. Flat building sites are practically universal, and 
have produced a house type quite different from those of California, in some parts of 
which similar climatic conditions prevail. Use of air conditioning equipment is wide- 
spread and basements are customarily omitted. Texas has been enjoying a period of 
relative prosperity, and home building has been active. In the large cities a wide assort- 
ment of building products is available. In Arizona and New Mexico the extremely low 
population density has placed a premium on native materials, chiefly adobe, whose 


use has marked advantages in this climate. 





























































TWO BEDROOMS, ONE BATH, LIVING-DINING ROOM 


DALLAS, TEXAS 
ARTHUR E. THOMAS ARCHITECT, A.1.A. 








The clean lines and sleek treatment of this 
single-story house are typical of a simpli- 
fied “ranch house” style which is growing 
up in the Southwest—a style which is play- 
ing an important part in the tendency of 
modern and conventional to merge in an 
approach minus the excesses of both. The 
generous, open plan employs an L-shaped 
living-dining room, divided by the chimney 
breast, to provide the through ventilation 
so essential in this locality. Similar shapes 
irae ee ee are boldly and successfully used in the 
kitchen and principal bedroom for the 
same purpose, while the door to the other 
bedroom, which has but one exposure, is 
flanked by fixed louvres. Cost: $7,900. 
Cubage: 23,000. 











Rhoton Gilbert Photos 
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CONSTRUCTION OUTLINE 


FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walis—brick veneer, 
studs, sheathing; inside—wood studs finished 
both sides with Masonite board and Presd- 
wood, Masonite Corp. Floor construction— 
wood Joist, sub-floor, hardwood finish. 
ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—Peerless Mfg. Co. 
SHEET METAL WORK: Flashing—galvan- 
ized iron. 

WINDOWS: Sash—doubie hung. Glass— 
double strength, quality A. 

FLOOR COVERINGS: Main rooms—hard- 
wood. Kitchen and bathrooms—rubber. 
WOODWORK: Trim and_ cabinets—pine. 
Doors—slab and built-up. 

HARDWARE: By Yale & Towne Mfg. Co. 
PAINTS: By Jones-Blair Paint Co. 
ELECTRICAL INSTALLATION: Wiring 
system—conduit. Switches—tumbler, General 
Electric Co. 

KITCHEN EQUIPMENT: Range, refriger- 
ator, dishwasher and disposal unit—General 
Electric Co. 

BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—Streamline, Mueller Brass 
Co. 

HEATING: Floor furnace, Moncrief, Henry 
Furnace & Foundry Co. 




















THREE BEDROOMS, TWO BATHS, BREAK FAST 
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CORSICANA, TEX. I. GAYDEN THOMPSON, ARCHITECT, 


Se Bs 





ROOM, ROOF DECKS 





CONSTRUCTION OUTLINE 
STRUCTURE Exterior walis—brick 
veneer on frame; inside—studs and 


U. S. Gypsum Co. plaster on Wheeling 


Stee! Corp. metal lath 
ROOF: Covered with Cop-R-Loy, 
Wheeling Stee! Corp. ODOeck—covered 


with Paroid cap sheet, Bird & Son, Inc. 
INSULATION: Roof- 
Eagle-Picher Lead Co 
WINDOWS: Sash—double hung, white 


insulating wool, 


pine. Glass-—singie strength, quality 
A. 

FLOOR COVERINGS: Main rooms 

oak. Kitchen—linoleum on pine, Arm 


strong Cork Co. 
Cambridge Tile Co. 
HARDWARE: By Richard 
Mfg. Co. and Schiage Lock Co. 
ELECTRICAL INSTALLATION 


Bathrooms tile, 


Wilcox 


Switches—Bryant Electric Co. Fix- 
tures—Chase Brass & Copper Co. 
KITCHEN EQUIPMENT: Range 
Universal, Landers, Frary & Clark 
Refrigerator—General Electric Co 
BATHROOM FIXTURES: By Crane 


Co. 
PLUMBING: Hot and cold water pipes 
—copper, Mueller Brass Co. 
HEATING: Floor furnaces, 
static control, Moncrief, 
nace & Foundry Co. 
Crane Co. 


thermo 
Henry Fur 
Water heater 


Tessie Dickeson 


The chief problem here, according to the architect, was one 
of planning. It involved the proper orientation of rooms on 
a narrow lot, and maximum privacy for the living areas. The 
solution is an elongated plan with its end facing the street. 
Location of the garage at the rear of the lot might be ques- 
tioned if it were not for the importance given to use of its 
roof. Separation of sleeping rooms in two units follows a 
growing and highly commendable practice. Cost: $12,486. 
Cubage: 27,221. 
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TWO BEDROOMS, ONE BATH, DINING ALCOVE, NO BASEMENT 
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SAN ANTONIO, TEX. ATLEE B. & ROBERT M. AYRES, ARCHITECTS, A.I.A. 

| 

: Two interesting variations of the two-bedroom, low cost plan which show the advantages 

| of individualized design. The upper plan provides a convenient cross-connection between 

i} 


service and sleeping portions in the form of a joint hall, and a service vestibule at the rear. 
The lower plan shows an excellent treatment of the living area, with an unusual window- 
conservatory separated from the living room by a glazed, sliding partition. Upper house. 


15.665 cu. ft., cost. $6.681: lower house. 10,000 cu. ft.. cost $3.500. 





. . » SUN ROOM, ATTACHED GARAGE 
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HOUSTON, TEX. TALBOTT WILSON & IRWIN MORRIS, ARCHITECTS, A.1.A. 
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SLEEPING ALCOVE, DRESSING CLOSET, LIVING-DINING ROOM, NO BASEMENT 





PHOENIX, ARIZ. F. WALLIS WHITTLESEY, ARCHITECT, A.1A. 


HOUSE IN SAN ANTONIO, TEXAS 





STRUCTURE: Exterior walls—common brick 
veneer, studs, sheathing, waterproof felt; 
inside—metal lath and plaster or knotty pine. 
Floor construction—sub-floor, felt, oak finish. 
ROOF: Covered with cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Galvanized iron, 
Armco, throughout, American Rolling Mill 
Co. 

INSULATION: Attic floor—Balsam wool, 
Wood Conversion Co. Weatherstripping— 
Chamberlin Weather Strip Co. 

WINDOWS: Sash—double hung, pine. Glass— 
double strength, quality B, Libbey-Owens- 
Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum, Armstrong Cork Co. 
Bathrooms—tile. 

WOODWORK: Pine throughout. Garage 
doors—cypress, Overhead Door Co. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTS: By Devoe & Raynolds and General 
Paint Co. 

ELECTRICAL INSTALLATION: Wiring 
system—galvanized iron conduit. Switches— 
toggle, Harvey Hubbell, Inc. 

KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Frigidaire Corp. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
PLUMBING: Hot and cold water pipes— 
galvanized wrought iron, A. M. Byers Co. 
HEATING: Wall heaters in bedrooms and 
baths. 
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HOUSE IN HOUSTON, TEXAS 





STRUCTURE: Exterior walis—studs, lath, 
No. 1 Perfection shingles; inside—U. S. Gyp- 
sum Co. Starliner board and white pine. 
Floor construction—wood Joists, finished 
flooring. 

ROOF: No. 1 Perfection shingles. 

SHEET METAL WORK: Flashing—26 gauge 
galvanized iron. 

INSULATION: Roof—rockwool, Johns-Man- 
ville. Weatherstripping—Monarch Metal 
Weatherstrip Co. 

WINDOWS: Sash—white pine, double hung. 
Glass—single strength, quality B. Screens— 
Rolscreen Co. 

FLOOR COVERINGS: Main rooms—Amhiaco 
broadfeit, Wornack Mills. Kitchen and bath- 
rooms—linoleum. 

WALL COVERINGS: Living room, bed- 
rooms and  halis—walipaper. Study—pine 
veneer. Kitchen—Flexboard, Johns-Manville. 
Bathrooms—J-M Flexboard and tile. 
HARDWARE: By P. & F. Corbin. 
ELECTRICAL INSTALLATION: Wiring 
system—4 circuit multibreaker. Switches— 
Hart & Hegeman. 
KITCHEN EQUIPMENT: 
Foundry. 
Refrigerator—Westinghouse Electric & Mfg. 
Co. Sink and cabinets—Acme Metal Products 
Corp. 

BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized. 

HEATING: Hot air wall furnace. 


Range—Eagle 


An unusually compact plan suitable for a 
couple without children, with the major 
part of the space devoted to a large living 
dining room and curtained sleeping alcove, 
flanked by a dressing closet and bath. Walls 


are poured rubble-concrete, interior par- 


titions, redwood. Cost, $3,000, cubage 9,500 





HOUSE NEAR PHOENIX, ARIZ. 





FOUNDATION: Reenforced concrete. 


STRUCTURE: Exterior walis—poured rub- 
ble concrete. Interior partitions—clear red- 
wood. Flioor construction—rough concrete, 
sand fill. 

ROOF: Covered with Pabco Alumishield, 
aluminum surfaced built-up, Paraffine Cos. 
SHEET METAL WORK: Flashing and ducts 
—Armco, American Rolling Mill Co. 


INSULATION: Roof—Celotex, Celotex Corp. 


WINDOWS: Sash—casement, Truscon Steel 
Co. Glass—dquality B, Pittsburgh Plate Glass 
Co. 

WALL COVERINGS: Unfinished concrete: 
redwood on some paneled partitions. 


HARDWARE: Brass. 
PAINTS: By Sherwin-Williams Paint Co. 


ELECTRICAL INSTALLATION: Wiring sys- 
tem—thin wall conduit. Switches—Hart & 
Hegeman. 

KITCHEN CABINETS: Knotty pine, sugar 
pine counter. ; 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 


PLUMBING: Galvanized iron pipes. Pump— 
The F. E. Myers & Bros. Co. 


HEATING: Locally made solar heater; pro- 
vision for future forced warm air heating and 
cooling. Boiler—gas fired. 
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TWO BEDROOMS, ONE BATH, DINING ROOM, ATTACHED GARAGE, NO BASEMENT 


Open planning and modernized details 
here combine with a generally conventional 
scheme to produce a compact, attractive, 
and livable low cost house. A screened 
porch, separated from the dining room by 
sliding, glazed doors, provides a sheltered 
space for outdoor living; beds and bed- 
room cupboards are built in; exterior 
natural finish vertical shiplap and clap- 
boards. Cost: $3,500. Cubage: 10,000. 


CONSTRUCTION OUTLINE 


FOUNDATION: Reenforced concrete slab on 
10 x 10 in. beams at 10 ft. intervals both ways. 
Waterproofing—15 Ib. felt, Texas Co. mopped 
down with asphalt. 

STRUCTURE: Exterior walis—studs, ship- 
lap sheathing; inside—U. S. Gypsum Co. 
Sheetrock and plaster; one bedroom—Celo- 
tex, Celotex Corp. Floor construction—wood 
joists and finished flooring. 

ROOF: Covered with 20-yr. composition roof- 
ing. 

SHEET METAL WORK: Flashing—26 gauge 
galvanized iron. 

INSULATION: Attic floor and roof—rock- 
wool, Johns-Manville. Weatherstripping— 
Monarch Metal Weatherstrip Co. 
WINDOWS: Sash—double hung, white pine. 
Glass—single strength. 

FLOOR COVERINGS: Main rooms—Amhaco 
broadfelt, Wornack Mills. Kitchen and bath- 
rooms—liinoleum. 

WALL COVERINGS: Bedrooms and halls— 
wallpaper. Kitchen—veneer and Flexboard, 
Johns-Manville. Bathrooms—tile. 
WOODWORK: Interior doors—fir; remainder 
—white pine. 

HARDWARE: By P. & F. Corbin. 
ELECTRICAL INSTALLATION: Multi- 
breaker—4 circuit. Switches—Hart & Hege- 
man. 

KITCHEN EQUIPMENT: Range—Eagle 
Foundry. Refrigerator—Westinghouse Elec- 
tric & Mfg. Co. Sink and cabinets—Acme 
Metal Products Co. 

BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Soil pipes—cast iron. Water 
pipes—galvanized iron. 

HEATING: Gas steam radiation. 





Paul Peters Photos 














BEDROOMS, TWO BATHS, SEPARATE DINING ROOM 


Composed of three distinct units surround 
ing and opening on to a living porch at 
the back, this house has its third bedroom 
in the kitchen-dining wing, arranged for 
use as either a maid’s room or guest room 
Slat shutters, useful as well as ornamental 
in a region of baking suns, give the exterior 
a Georgian air, carried out in the cornice 
and other details. Walls are brick, painted. 
Cost: $6,286. Cubage: 15,941. 






HOUSE IN TUCSON, ARIZ. RICHARD A. MORSE AND ARTHUR T. BROWN, ARCHITECTS, A.LA. 
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SCALE IN FEET 


oe TTR + 
Maynard L. Parker Photos ; 10 ‘5 | # | 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—-8 in. common 
brick; inside—2 coats plaster. Interior parti- 
tions—Douglas fir studs, rock lath and plas- 
ter. Floor construction—sub-floor, oak finish. 
ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—Malestic Co. 
INSULATION: Roof—glass wool, U. S. Gyp- 
sum Co. 

WINDOWS: Sash—Druwhit Co. and Truscon 
Steel Co. Glass—single strength, quality B, 
American Window Glass Co. 

FLOOR COVERINGS: Kitchen and bath.- 
rooms—linoleum over concrete, Armstrong 
Cork Co.; one bath—tile, National Tile Co. 
HARDWARE: By Schlage Lock Co. and Hall 
Mfg. Co. 

PAINTS: By W. P. Fuller & Co. 
ELECTRICAL INSTALLATION: Wiring 
system—metallic tubing and flexible armored 
cable. Multibreaker—Square D. Co. Switches 
—tumbier, Bryant Electric Co. Fixtures— 
Lightolier Co. 

KITCHEN EQUIPMENT: Range and re- 
frigerator—Frigidaire Corp. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Hallenscheid & McDonald. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized steel. 
HEATING AND AIR CONDITIONING: Auto- 
matic forced warm air, gas fired; ducts pro- 
vided for future air cooling system, Race Air 
Conditioning Co. Grilles—Waterioo Register 
Co. Water heater—American Radiator- 
Standard Sanitary Corp. 
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THREE BEDROOMS, ONE BATH, LIVING-DINING ROOM, GARAGE 





Maynard L. Parker Photos 




















TUCSON, ARIZ. RICHARD A. MORSE AND ARTHUR T. BROWN, ARCHITECTS, A.LA. 


Exceptionally well planned and finished, 
this little house is a vivid demonstration of 
the practical advantages of applying the 
modern approach to the low cost field. The 
compact kitchen and dining alcove, the 
triple-purpose carport, workshop and laun- 
dry, and the sheltered outdoor living area 
have all been achieved solely by thoughtful 
design and at no increase in cost; a high- 
silled ribbon window provides plenty of 
light and air for the two front bedrooms 
without destroying their privacy; the glazed 
sidewall of the small living room gives an 


eflect of spaciousness. Cost: $5,075. Cubage: 
11,089. 


VIEW 3. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—8 in. common 
brick; inside—2 coats plaster. Interior partitions 
—studs, plaster on rocklath, U. S. Gypsum Co. 
Fioor—concrete slab, laid on earth fill. 

ROOF: Covered with 10 yr. built-up white 



































asbestos cap sheet, Philip Carey Co. 
as ; SHEET METAL WORK: Galvanized iron, 26 
— gauge. 
. INSULATION: Roof—glass wool, U. S. Gypsum 
- Co. 
: ‘ A WINDOWS: Sash and screens—Truscon Stee! 
; vA Co. Glass—double strength, quality A, Libbey- 
4 — {- A Owens-Ford Glass Co. 
ae ee : ? FLOOR COVERINGS: Kitchen—linoleum, Con- 
a Zz ; : goleum-Nairn, Inc. 
,' é 


‘. 
\ 


WOODWORK: Doors—M. & M. Woodworking 
Co. and E. K. Wood Co. Garage doors—asbestos 
Flexboard, Johns-Manville. 
HARDWARE: By Schiage Lock Co. and Hall 
Mfg. Co. 
PAINTS: By National Lead Co., Arizona Paints 
& Chemicals, Ltd., J. M. Schofield Co., West 
Coast Kalsomine Co. and S. C. Johnson & Son. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—rigid conduit. Switches—tumblier, Bryant 
Electric Co. 
KITCHEN EQUIPMENT: Range—Geo. D. Roper 
Corp. Refrigerator—Frigidaire Corp. Cabinets 
—Douglas fir plywood. Counter tops—linoleum, 
Armstrong Cork Co. 
BATHROOM EQUIPMENT: By Kohler Co. 
Cabinets—Hallenscheid & McDonald. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—dgalvanized steel. 
HEATING: Thermostatically controlled gas- 
fired forced hot air furnace, Race Air Condition- 
ing Co. Grilles—Waterioo Register Co. Water 
VIEW 4.heater—gas fired, Bastian-Morley. 
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THREE BEDROOMS, ONE DOWNSTAIRS; LIVING ROOMS AT BACK, FRONT GARAGE 


SAN AN TONIO, TEX, BENJAMIN KENNETH WYATT, ARCHITECT, A.A. 


Turning the house around to face the garden frequently puts the kitchen at the front, 
cutting off one of the most-used rooms from the most attractive view. In this house, 
the pitfall is avoided by placing all of the rooms at the back—in the front of an L 
surrounding the terrace. One of the bedrooms is on the ground floor, and, with its 
bathroom, strategically located to serve as a coat room during parties and eliminate 
the need for a downstairs lavatory and powder room. The roomy deck at the front 
of the house on the second floor is provided with a solid railing for privacy. Cost: 
7,500. Cubage: 19,500. 


Harvey Patteson Photos 
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FIRST FLOOR 





CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—wood frame, canvas 
and paper for interior finish. Floor construction— 
wood joist, oak finish. 

ROOF: Composition shingles. Deck—Traffic Top, 
Celotex Corp. 

INSULATION: Roof—rockwool, Johns- Manville. 
WINDOWS: Sash—double hung, wood. Glass— 
quality B, Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Main Rooms—oak. Kitchen 
and bathrooms—linoleum, Congoleum-Nairn, Inc. 
HARDWARE: By Sargent & Co. 

PAINTS: Floor finish—E. L. Bruce Co.; remainder— 
Lowe Bros. 

ELECTRICAL INSTALLATION: Wiring system— 
Romex, General Cable Corp. Switches—toggle. 
BATHROOM EQUIPMENT: By American Radiator 
—Standard Sanitary Corp. 

PLUMBING: Soil pipes—cast iron. Hot and cold 
water pipes—galvanized iron. 

HEATING: Gas outlets. Water heater—Dictator, 
American Radiator-Standard Sanitary Corp. 
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Larger than it appears from the street, this house 
has an extended plan ideally suited to a climate 
where through ventilation is at a premium. All 
rooms have two exposures; practically all 
of them have opposite sidewalls exposed. Also a 
product of climate is the circulation scheme 
which depends on outdoor access to the garage 
and recreation room to relieve the breakfast room 
and kitchen from excessive traffic. The treatment 
of the exterior is restrained and highly success- 
ful, particularly in the use of contrasting tones 
for walls and trim. Cost: $10,500. Cubage: 
32,000. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—brick veneer, wood 
studs, sheathing; inside—U. S. Gypsum Co.’s Sheet- 
rock and Textone. 

ROOF: Covered with composition roofing. 
INSULATION: Attic floor—4 in. Rockwool, Johns- 
Manville. 

WINDOWS: Sash—double hung. Glass—quality B, 
Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Main rooms—oak. Kitchen 
and bathrooms—linoleum, Congoleum-Nairn, Inc. 
WALL COVERINGS: Sheetrock and wood through- 
out, U. S. Gypsum Co. 

PAINTS: Textone, U. S. Gypsum Co. 

BATHROOM EQUIPMENT: By American Radia- 
tor-Standard Sanitary Corp. 

HEATING: Warm air system, filtering and humidi- 
fying. Boiler—Pacific Steel Boiler Co. Grilles—Tuttle 
& Bailey, Inc. Thermostat—Minneapolis-Honeywell 
Regulator Co. Water heater—Dictator, American 
Radiator-Standard Sanitary Corp. 
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THREE BEDROOMS, TWO BATHS, SERVANT’S ROOM, DINING & BREAKFAST ROOMS 






Harvey Patteson 

























SLEEPING PORCH, BATH, LIVING-DINING 
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ROOM, NO BASEMENT, ADOBE WALLS 


A “traditional” house that is really in tne 
tradition of the Southwest, this ultra-com- 
pact scheme packs a great deal of livability 
within an extremely small space. An all- 
purpose living room, furnished for dining 
and study, is the only wholly enclosed space 
besides the bath and kitchenette; in place 
of bedrooms, a large porch is used for 
sleeping, screened in summer and glazed 
in winter. The bathroom, which is fitted 
with closets, is used for dressing. Cost: 
$2.000. Cubage: 8,170. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—adobe brick, 
Bitudobe plaster for exterior and interior. 
Interior partitions—studs, U. S. Gypsum Co. 
rigid insulation. Floor construction—concrete 
slab on gravel fill. 

ROOF: Covered with 3-ply asbestos White 
Top, Johns- Manville. 

FIREPLACE: Dampers—Superior Fireplace 
Co. 

SHEET METAL WORK: Flashing and lead- 
ers—galvanized iron. 

INSULATION: Roof—U. S. Gypsum Co. in- 
sulation. 

WINDOWS: Sash—pine, double hung. Glass 
—Pennvernon, single strength, quality B, 
Pittsburgh Plate Glass Co. 

WOODWORK: Douglas fir throughout. 
PAINTS: By Benjamin Moore & Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Bryant Electric Co. 
KITCHEN EQUIPMENT: Refrigerator— 
Norge Co. 

BATHROOM EQUIPMENT: By Crane Co. 
Seat—C. F. Church Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized steel. Pump- 
Westco Pump Co. 








Although this region has produced a distinct house type in the past, present design 
activity consists chiefly of recapitulation, and adaptation of early New England types. 
Modern houses are almost non-existent except in Florida resort centers. The climate 
is hot, and for the most part extremely humid. Winters are mild. Shelter from the sun 
has always been part of the design problem, and is reflected in the porches and porticoes 
of the traditional houses. Materials most abundantly available are wood and brick; labor 
costs are less. Apart from the small savings in materials, there is no need for the tightly 
planned two-story boxes characteristic of the northern regions, and the low rambling 


house might easily become the dominant residential form. 
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THREE BEDROOMS, ONE 


LIVING ROOM 
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SERVANT’S ROOM AND BATH, NO BASEMENT 




















































WINSTON-SALEM, N. C. 
VOORHEES & EVERHART 
ARCHITECTS, A.1.A. 


A well-studied plan, with the problem of 
adequate ventilation solved by the gener- 
ous use of windows and proper placing 
of rooms. The service section is organized 
as a unit, the kitchen, heater room and 
maid’s room being directiy accessible from 
the rear hall; the heater room is located 
to permit use of a single chimney. A 
rear terrace, illustrated below, serves as 
a useful extension of the living and dining 
space. The exterior gains interest from the 
variation in height between the living and 
sleeping areas, and its light color is most 
effective against the wooded background. 


Cost: $8,430. Cubage: 23,182. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—stucco over 
fir studs, Gimco rockwool, General Insulating 
& Mfg. Co., Ecod Fabric metal lath, Rey- 
nolds Metal Corp., smooth finish plaster. 
ROOF: Covered with built-up tar and gravel, 
Cox Roofing Co. 

SHEET METAL WORK: Flashing and 
copings—Lyonore galvanized metal, Lyon 
Conklin & Co., Inc. Leaders and ducts—dgal- 
vanized steel, American Rolling Mill Co. 
WINDOWS: Sash—casements, Andersen 
Corp. Glass—single and double. strength, 
qualities A and B. Glass blocks—Owens- 
Illinois Glass Co. 

FLOOR COVERINGS: Living room and bed- 
rooms—oak. Kitchen and bathrooms—sheet 
rubber, Goodyear Tire & Rubber Co. 
HARDWARE: By P. & F. Corbin. 
PAINTS: By Sherwin-Williams Co., Medusa 
Portland Cement Co. and Minwax Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—non-metallic cable. Switches—Bryant 
Electric Co. Fixtures—Lightolier Co. 
BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets— 
The F. H. Lawson Co. 

HEATING: Forced warm air, filtering, 
humidifying, Herman Nelson Corp. Thermo- 
stat—Minneapolis-Honeywell Regulator Co. 






























THREE BEDROOMS, 





Richard B. Hoit Photos 




























CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—8 in. concrete block, 
exterior stucco; inside—furring strips, U. S. Gypsum 
Co. rocklath and plaster. 

ROOF: Covered with tile, Giffen Roofing Co. 
SHEET METAL WORK: Flashing—copper and 
Toncan metal, Republic Stee! Corp. 
WEATHERSTRIPPING: Chamberlin Meta! 
Weatherstrip Co. 

WINDOWS: Sash—cypress casement, A. H. Ram- 
sey. Glass—double strength, quality A, Libbey- 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—red eak, Lin- 
ardy Flooring Co. Kitchen—linoleum, Armstrong 
Cork Co. Bathrooms—tile, Miami Tile & Marble Co. 
and Mosaic Tile Co. 

HARDWARE: By Russell & Erwin Mfg. Co. and 
The frequently seen plan in which the living room serves Frantz Mfg. Co. 

PAINTS: By Sec Mfg. Co., Sherwin-Williams Co. 
and Linardy Flooring Co. 

Wh) considerably enlarged in this house. There is a hall ex. ELECTRICAL INSTALLATION: Wiring system— 





















as a link between service and sleeping rooms has been 


tending the full width of the living room, and a study- ee See. Seeaee eras & CAQeER, FUETES 
. —Lightmakers, Inc. 


bedroom whose location beyond the dining room assures KITCHEN EQUIPMENT: Range—Hot Point, Edi- 
all desired privacy. A porch, virtually a necessity in this son-General Electric Appliances, Inc. Refrigerator 
—General Electric Co. Cabinets—Florida Maid 
Kitchen Cabinets. 


GAR 
19'x10! 


climate, faces the garden. There is some discrepancy in 


character between the front of the house, a rather stiff BATHROOM EQUIPMENT: By Kehler Co. 

derivation of French Provincial, and the agreeably in- PLUMBING: Hot and cold water pipee—gaivanized 
. P 7 steel. 

formal rear. Cost: $9,000. Cubage: 23.600. WATER HEATER—Solar Water Heater Co. 
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TWO BEDROOMS, ONE BATH, LIVING-DINING ROOM, NO BASEMENT 
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ROCKY MOUNT, N. C. 
F. CARTER WILLIAMS 
















































The house above shows an unusually successful variant of the familiar two-bedroom square 
plan. An extension at the front permits the addition of a dining room and increases living 
room space. Features worth noting are the location of the heating, the closets. placing of 
the kitchen, and the excellent circulation. Cost: $4500. Cubage: 16,000. The example below 
shows a plan well suited to a corner lot. Corridor and hall space is reduced to a minimum. 


Cost: $5.385. Cubage: 23.000. 
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| ASHEVILLE. N. C. 
HENRY IRVEN GAINES 
ARCHITECT, A.LA. 
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of making everything white; in other respects the house is no 
different from types found in other parts of the country. Consid- 
erations of symmetry are emphasized in the plan, with a bedroom 
balancing the dining room, chimneys equally distant from the cen- 
tral axis, etc. A useful adjunct to semi-outdoor living is the solarium 
off the living room; both are at the back of the house overlooking 
the rear garden. Cost: $7,500. Cubage: 24,288. 


HOUSE IN ROCKY MOUNT, N. C. 





FOUNDATION: Walis—4 in. brick curtain. 
STRUCTURE: Exterior walis—beveled sid- 
ing, N. C. pine, waterproof paper, sheathing, 
studs; inside—gypsum lath and plaster. Floor 
construction—sub-floor, building paper, oak. 
ROOF: Asbestos shingles, Ruberoid Co. 
SHEET METAL WORK: Flashing—16 oz. 
copper. Gutters and leaders—galvanized iron. 
INSULATION: Attic floor—rockwool. 
WINDOWS: Defiance Perfect Glide Window 
units, Building Supplies Corp. Glass—double 
strength, quality B. 

ATTIC STAIR: Bessler Disappearing Stair- 
way Co. 

FLOOR COVERINGS: Main rooms—select 
red oak. Kitchen—linoleum, Armstrong Cork 
Co. Bathrooms—ceramic tile. 
HARDWARE: By Sargent & Co. 
KITCHEN EQUIPMENT: Range — Magic 
Chef, American Stove Co. Refrigerator— 
Frigidaire Corp. 

BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp. 
Cabinets—Hess Warming & Ventilating Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper tubing. 

HEATING: Forced warm air system, winter 
conditioning, Lennox Furnace Co., Inc. Regu- 
lators—Minneapolis-Honeywell Regulator Co. 
Water heater—Motor Wheel Corp. 


APRIL 19 4 1 





THREE BEDROOMS, ONE BATH, 


DARLINGTON, S. C. G. THOMAS HARMON, 3RD, ARCHITECT, A.1.A. 


The suggestion of southern character displayed here is the result 
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SEPARATE DINING ROOM, SOLARIUM, 
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BASEMENT 
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HOUSE IN ASHEVILLE, N. C. 





STRUCTURE: Exterior walls—brick, 1 in. 
air space, building felt, sheathing; inside— 
studs, lath and plaster. 

ROOF: Asphalt shingles, Bird & Son. 
FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Roof—glasswool, U. S. Gyp- 
sum Co. 

WINDOWS: Double hung wood, Morgan Mfg. 
Co. Glass—single strength, quality A. 
FLOOR COVERINGS: Main rooms—select 
red oak, Carolina Oak Flooring Co. Kitchen— 
linoleum, Armstrong Cork Co. Bathrooms— 
tile, Robertson Art Tile Co. 

WOODWORK: Morgan Mfg. Co. Garage doors 
—overhead, Kinnear Mfg. Co. 
HARDWARE: By Sargent & Co. 

PAINTS: By Benjamin Moore & Co., Pratt & 
Lambert, and Reardon Co. 

ELECTRICAL INSTALLATION: Wiring 
system—fiexible conduit. Switches—Bakelite 
Corp. Fixtures—Lightolier Co. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. 

BATHROOM EQUIPMENT: By Crane Co. 
Cabinets—Miami Div., Philip Carey Co. 
HEATING: Forced hot water system. Boiler 
-——Crane Co. Radiators—American Radiator- 
Standard Sanitary Corp. Pump, summer 
water heater—Bell & Gossett. Thermostat— 
Minneapolis-Honeywell Regulator Co. 
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HOUSE IN DARLINGTON, S. C. 





STRUCTURE: Exterior walis—studs, wood 
sheathing, 1 in. stucco applied on Johns-Man- 
ville Steeltex; inside—U. S. Gypsum Co. rock. 
lath and plaster. 

ROOF: Asbestos shingles, Johns-Manville. 
FIREPLACE: Dampers—Maljestic Co. 
WINDOWS: Sash—Silentite casement, Curtis 
Cos. Glass—single strength, quality B, 
Pennvernon, Pittsburgh Plate Glass Co. 
Weatherstripping—Monarch Metal Weather- 
strip Co. 

FLOOR COVERINGS: Main rooms—red oak, 
Atlanta Oak Flooring Co. Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
WALL COVERINGS: Kitchen and bath- 
rooms-Presdwood, Masonite Corp. 
HARDWARE: By Russell & Erwin Mfg. Co. 
ELECTRICAL INSTALLATION: Wiring 
system—Lumfiex cable. Switches—Genera! 
Electric Co. Fixtures—Lightolier Co. 
KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. 

BATHROOM EQUIPMENT: Toilet—W. A. 
Case & Son Mfg. Co. Remainder—American 
Radiator-Standard Sanitary Corp. Cabinets— 
Miami Cabinet Div., Philip Carey Co. 
HEATING: Warm air system, Aire-Flo oil 
furnace, Lennox Furnace Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. Water 
heater—Generai Electric Co. 
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TWO BEDROOMS, ONE BATH, LIVING-DINING ROOM, NO BASEMENT 


ASHEVILLE, N. C. 
ANTHONY LORD 
ARCHITECT, A.A. 














This example represents a serious effort 
to arrive at a minimum house. Materials 
and fittings, such as the two-light double- 
hung windows, are of the simplest. An 





interior partition was saved by making the 
kitchen an alcove off the living room. A 
coal burning fireplace of the circulating 


__ Mell 


warm air type provides the heat. Access 
to storage space in the attic is provided by 
a built-in ladder, visible in the interior 
view below. Cost: $2,500. Cubage: 10,013. 
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CONSTRUCTION OUTLINE : 





FOUNDATION: Poured concrete. 

STRUCTURE: Exterior walls—white pine 

sheathing, waterproof paper, diagonal sheath- 

ing, studs, National Gypsum Co. plaster 

board. Floor construction — yellow pine F 
joists, sub-floor, paper, oak finish. Ceilings § 
—gypsum board, U. S. Gypsum Co. 
ROOF: Covered with shingles, Bird & Sons. 
FIREPLACE: Damper—Superior Fireplace 

Co. ‘ 
SHEET METAL WORK: Flashing, gutters 

and leaders—26 gauge galvanized iron. 

WINDOWS: Sash—Pease Woodwork Co. 
Glass—single strength, quality B. 

FLOOR COVERINGS: Red oak throughout, 

Sells Mfg. Co. 

WOODWORK: Yellow pine, Pease Wood- 

work Co. 

HARDWARE: By Sargent & Co. 

PAINTS: By Samuel Cabot, Inc. and Min- 











wax Co. ' 
ELECTRICAL INSTALLATION: Wiring 2 
system—armored cable. Switches—Square D. 2 
Co. ‘ 


KITCHEN EQUIPMENT: Range—gas. Re- 
frigerator — Servel, Inc. Cabinets — Pease 
Woodwork Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
PLUMBING: Soil pipes—cast iron. Vent, and 
water pipes—galvanized iron. 























TWO BEDROOMS, ONE BATH, SEPARATE DINING ROOM, NO BASEMENT 


COLUMBIA, S. C. 
LAFAYE, LAFAYE & FAIR 
ARCHITECTS, A.LA. 


A conventional small house design. The 
end faces the street so that the narrow 
lot is used to best adavantage. As in many 
southern houses, there is no entrance hall 
or vestibule, the front door opening direct 
ly into the living room. There is no base 
ment, due to bad under-ground water con 
ditions, and storage and heater space is 
provided on the first floor. Cost: $3.500, 


excluding architect's fee. Cubage: 17,494. 




















CONSTRUCTION OUTLINE 





FOUNDATION: Brick walis on concrete 
: Charles Old footings. 

4 STRUCTURE: Exterior walis—red cedar 
4 . ' ; shingles, waterproof building paper, T. & G. 
sheathing; inside—studs and VU. S. Gypsum 
Co. rocklath and plaster. Floor construction 
—sub-floor, building paper and E. L. Bruce 
Co. wide oak finish. 

ROOF: Covered with asphalt shingles. 
SHEET METAL WORK: Flashing—galvan- 
ized iron. 

WINDOWS: Sash—double hung. Glass— 
double strength, quality B, Libbey-Owens- 
Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak, E. 
L. Bruce Co. Bathrooms—ceramic tile. 
WALL COVERINGS: Main rooms — wall- 
paper. Kitchen and bathrooms—paint. 
WOODWORK: N. C. yellow pine throughout. 
HARDWARE: By P. & F. Corbin. 

PAINTS: By Pittsburgh Plate Glass Co., 
Jorden-Wolfe Paint Co. and S. C. Johnson 
Co. 

ELECTRICAL INSTALLATION: Wiring 
system — Wire-Fliex, The Wiremold Co. 
Switches—toggie, General Electric Co. Fix- 
tures—Lightolier Co. 

KITCHEN EQUIPMENT: Range — Magic 
Chef, American Stove Co. Refrigerator— 
General Electric Co. Cabinets—Cunningham 
Lumber Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING: Heatrola fuel oil circulating 
heater, Estate Stove Co. 
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TWO BEDROOMS, ONE BATH, SEPARATE DINING ROOM, BASEMENT 


- 








A compact, economical plan whose simple rectangular shape is broken only by the project- 
ing bedroom and sheltered entry. The exterior treatment is interesting in comparison with 
the example below, where the dark walls and white trim are most effective in giving the 
design scale and interest. Cost: $4,400. Cubage: 16,380. An additional element in cost 
reduction is to be seen in the plan below, where all plumbing lines are concentrated in 
one place. Cost: $4.300. Cubage: 19.800. 


ASHEVILLE, N. C. ANTHONY LORD, ARCHITECT, A.LA. 
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HARTSVILLE, S. C. 
G. THOMAS HARMON, 3RD 
ARCHITECT, A.LA. 
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TWO BEDROOMS, ONE BATH, UNFINISHED SECOND FLOOR, ATTACHED GARAGE 
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LOOKOUT MOUNTAIN, GA. W. H. SEARS & P. B. SHEPHERD, ARCHITECTS, 


Space for four bedrooms is provided in 
this house, the rooms on the second floor 
being left unfinished until needed. The 
garage, linked to the living room by a 
porch, shows an inexpensive way of in- 
creasing the apparent size and horizontal 
character of the house. As in many of the 
preceding examples in this section, there 
is little here to indicate any specific region- 
al trend in design. Cost: $5,178. Cubage: 


34,480. 


HOUSE IN HARTSVILLE, S. C. 





STRUCTURE: Exterior walls — asbestos 
shingles, Johns-Manville, building paper, 
wood sheathing; inside—studs and U. S. Gyp- 
sum rocklath and plaster. 

ROOF: Asphalt shingles, Johns-Manville. 
WINDOWS: Sash—double hung, Morgan 
Sash & Door Co. Glass—single strength, 
quality B, Pennvernon, Pittsburgh Plate 
Glass Co. Weatherstripping—Monarch Metal 
Weatherstrip Co. 

FLOOR COVERINGS: Main rooms—red oak, 
Atlanta Oak Flooring Co. Kitchen and bath- 
rooms—linoleum, Congoleum-Nairn, Inc. 
WALL COVERINGS: Kitchen and bathrooms 
—tempered Presdwood, Masonite Corp. 
KITCHEN EQUIPMENT: Range — General 
Electric Co. Refrigerator—Kelvinator Corp. 
BATHROOM EQUIPMENT: Toilet—W. A. 
Case & Son. 

Remainder of fixtures by American Radiator- 
Standard Sanitary Corp. Cabinets—Miami 
Cabinet Div., Philip Carey Co. 

PLUMBING: Hot and cold water pipes—cop- 
per tubing. 

HEATING: Warm air circulating heater, 
Estate Stove Co. Water heater—General 
Electric Co. 
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HOUSE IN ASHEVILLE, N. C. 





STRUCTURE: Exterior walis—white pine sid- 
ing, paper, sheathing and studs; inside—lath 
and plaster, National Gypsum Co. Floor con- 
struction-—sub-floor, red oak finish. 

ROOF: Slate coated shingle, Bird & Son. 
SHEET METAL WORK: Flashing, gutters 
and leaders—galvanized iron. 

WINDOWS: Sash—Pease Woodwork Co. 
Glass—single strength, quality B. 

ATTIC STAIR: Disappearing, Pease Wood- 
work Co. 

FLOOR COVERINGS: Main rooms—select 
oak, Beaman Mfg. Co. Kitchen—linoleum, 
Armstrong Cork Co. Bathrooms—rubber tile, 
Paul Costé. 

WOODWORK: Southern yellow pine, Pease 
Woodwork Co. 

HARDWARE: By P. & F. Corbin. 
PAINTS: By Benjamin Moore & Co., Pratt 
& Lambert and Samuel Cabot, Inc. 
BATHROOM EQUIPMENT: Fixtures by 
Crane Co. 

PLUMBING: Soil pipes—cast and galvanized 
iron. Water pipes—galvanized iron. 
HEATING: Warm air system, Williamson 
Heater Co. 


A. Charles Hinkle 
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ON LOOKOUT MOUNTAIN, TENN. 





STRUCTURE: Exterior walis—studs, sheath- 
ing, building paper and 10 in. beveled pine 
siding. Interior partitions—studs and plas- 
ter on wood lath. 

ROOF: Covered with asphalt shingles, The 
Philip Carey Co. 

SHEET METAL WORK: Flashing, gutters 
and downspouts—ingot galvanized iron. 
WINDOWS: Sash—double hung. Gilass— 
single strength, quality B, Libbey-Owens- 
Ford Glass Co. 

FLOOR COVERINGS: All floors—oak. 
WALL COVERINGS: Sand finished gypsum 
plaster throughout. Bathrooms—Keene’s 
cement. ; 
WOODWORK: Trim and doors—pine. Garage 
doors—Overhead Door Corp. 

HARDWARE: Solid bronze, P. & F. Corbin. 
KITCHEN EQUIPMENT: Range and 
refrigerator—electric, General Electric Co. 
BATHROOM EQUIPMENT: Fixtures by 
American Radiator-Standard Sanitary Corp. 
PLUMBING: Waste pipes—cast iron. Water 
pipes—steel. 

HEATING: Forced hot air system. Water 
heater—electric, General Electric Co. 


265 


















































NEW ORLEANS, LA. F. MONROE LABOUISSE, ARCHITECT, A.I.A. 





























BASEMENT 


An adaptation, in the local tradition, of the 
eighteenth century French style, this house pro- 
vides two ground floor bedrooms with connecting 
bath, and a third bedroom with its own lavatory 
under the roof. Designed for a narrow lot. the 
living room, dining room, and kitchen are in a 
compact square at the front, the bedrooms in a 
wing at the rear. Connection with the garden is 
provided by a porch at the side, screened from 
the street by the entrance vestibule. Cost: $6,500. 
Cubage: 18,000. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—Portland cement 
stucco on Johns-Manville Steel-Tex, Celotex Corp. 
Vapor-Seal and plaster. Floor construction—(‘st.) 
reenforced concrete slab, walnut blocks in mastic; 
(2nd.) joists and pine flooring. 

SHEET METAL WORK: Armco galvanized iron, 
American Rolling Mill Co. 

INSULATION: Attic floor and roof—rockwool, 
Eagle-Picher Lead Co. 

WINDOWS: Sash—double hung, wood. Glass— 
Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Kitchen—asphalt tile, Arm- 
strong Cork Co. Bathrooms— ceramic tile. 
ELECTRICAL INSTALLATION: Wiring system— 
BX. Switches—tumbler. 

KITCHEN EQUIPMENT: Range—Tappan Stove 
Co. Refrigerator—General Electric Co. 
BATHROOM EQUIPMENT: By Crane Co. 
PLUMBING: Soil pipes—cast iron. Hot and cold 
water pipes—copper. 

HEATING: Oil-fired warm air system, Quaker Mfg. 
Co. Water heater—Crane Co. 























M ID D L E W E S | A continental climate, with extremes of temperature through the year; the hottest 


and coldest temperatures in the U. S. have been recorded in the Dakotas. The 
terrain is flat or rolling. The area is so enormous that local materials vary con- 
siderably: lumber is most abundant in some sections, clay products and stone 
in others. Present-day trends toward regional expression all stem directly from 
Frank Lloyd Wright’s early prairie houses; Wright's influence has always been 


strongest in this part of the country. Salient characteristics of the best new work 


are the strongly emphasized horizontals, the heavily overhanging low-pitched 


roofs, a fondness for bulky and sometimes cumbersome masonry forms, and a 


sparing use of glass in large areas. 























TWO BEDROOMS, BATH, GLASS-ENCLOSED PORCH, BASEMENT GARAGE 
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Hedrich-Blessing Photos 
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H. HAASE, DESIGNER 


An irregular site made it possible to put the 


garage under the house with only a small 
amount of excavation required. A stair down 
from the liv ing room gives direct access to the 
garage. The plan is arranged so that either 
kitchen or living room may be used for meals; 
elimination of a separate dining room has re 
sulted in an unusually generous living room. 
In its exterior treatment the house follows an 
increasingly popular trend whose characteris- 
tic features are seen in the varied fenestra 
tion and in the strongly horizontal roof line. 


Cost: $8,700. Cubage: 22,337. 
CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—redwood siding, 
Sisalkraft Co. paper, pine sheathing, rockwool; in- 
terior finish—plywood. 

ROOF: Covered with asphalt shingles 
FIREPLACE: Heatilator Corp. 

SHEET METAL WORK: Flashing—16 oz. copper 
INSULATION: Outside walis and roof—rockwool. 
WINDOWS: Sash—casement, wood. Gilass—double 
strength, quality A, Libbey-Owens-Ford Glass Co. 
Glass blocks—Owens.-Illinois Glass Co. 

WALL COVERINGS: Plywood and Weldbord 
throughout, U. S. Plywood Corp. 

HARDWARE: P. & F. Corbin. Garage doors: 
McKee Overhead Door Co. 

ELECTRICAL INSTALLATION: Wiring system- 
galvanized conduit. Switches—Harvey Hubbeli, Inc. 
BATHROOM EQUIPMENT: By American Radia- 
tor-Standard Sanitary Corp. Cabinets—Fiat Metal 
Mfg. Co. 

HEATING: Warm air furnace—Herman Nelson 
Corp. 
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TWO BEDROOMS, TWO BATHS, LAVATORY, DEN, ATTACHED GARAGE, BASEMENT 


A. ars 





DUNDEE, ILL. ELMER GYLLECK, ARCHITECT, A.T1.A. 





A modified period design in which an at- 
tached garage and porch have been effec- 
tively used to modify the usual boxlike 
mass. The plan shows a good arrangement 
of the required elements, a_ successful 
combination of spaciousness and efficiency. 
The dressing room contains all the closets 
that would otherwise be in the master bed- 
room, also serving as a sound baffle between 
the latter and bath. On the first floor the 
screened porch is conveniently placed for 
outdoor dining. Cost: $12,000. Cubage: 
34,000. 











comes — > 
. I2 
a ee eee | 
| \ 
-—~—+ 4+—}— 
| | — 
t—b ++ —- 
}—4__+__}__}_ 
Dp (iH | 
= + Pt 
| 
tt sapaaeeth 
| 
++ =e! 
| 
-——+—++ +—+—+_} 
| - 
+~—+— + +—+—4 
me | 





| 


CONSTRUCTION OUTLINE 








STRUCTURE: Exterior walls (ist.)—flush Western pine board sid- 
ing laid horizontally and vertically, Douglas fir sheathing, studs, 
Sisalkraft Co. paper; (2nd.)—stucco over metal lath; inside U. S. 
Gypsum Co. rocklath and plaster. Floor construction—pine sub- 
floor, red oak finish. 

ROOF: Covered with red cedar shingles. 

SHEET METAL WORK: Toncan metal throughout, Republic Steel 
Corp. 

INSULATION: Outside walls and attic floor—Red Top wool, U. S. 
Gypsum Co. 

WINDOWS: Sash—wood. Glass—double strength, Libbey-Owens- 
Ford Glass Co. 

FLOOR COVERINGS: Kitchen and bathrooms—linoleum, Arm- 
strong Cork Co. 

WOODWORK: Trim and doors—pine. Cabinets—metal and poplar. 
Garage doors—Barber-Colman Co. 

HARDWARE: By Sargent & Co. 

PAINTS: By Pratt & Lambert and Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring system—rigid conduit in 
basement; remainder—BX. 

KITCHEN EQUIPMENT: Range—Standard Gas Equipment Corp. 
Refrigerator—Frigidaire Corp. Cabinets—Dieterich Steel Cabinet 
Corp. 

BATHROOM EQUIPMENT: By Crane Co. Shower—Fiat Metal 
Mfg. Co. 

PLUMBING: Hot and cold water pipes—galvanized iron. 
HEATING: Gas-fired warm air system, filtering and humidifying, 
Bryant Heater Co. Thermostat—Minneapolis-Honeywell Regulator 
Co. Water heater—Crane Co. 
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THREE BEDROOMS, BATH, LAVATORY, FULL BASEMENT, ATTACHED GARAGE 
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house and garage. One of the difficulties 
presented by the attempt to combine 


modern plan requirements with a prede- 





‘“e 
\ conventional period house,’ with the 
| familiar central stair plan varied by the 
use of a bedroom as the link between 
oS 


termined Colonial front elevation is il- 


wen lustrated by the two exterior photographs. 


Cost: $11,000. Cubage: 24,000. 
DES MOINES, IOWA JOHN NORMILE. ARCHITECT. A.A. 
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Stanley Photos 


CONSTRUCTION OUTLINE 


FOUNDATION: Concrete block. 
STRUCTURE: Exterior walis—cedar siding, 
Celotex Corp. sheathing, studs; inside—plas- 
ter on Celotex Corp. lath. Floor construction 
—sub-floor, red oak finish. 

ROOF: Covered with shingles. 

SHEET METAL WORK: Flashing, gutters, 
leaders—galvanized iron. 

INSULATION: Outside walis—Celotex Corp. 
sheathing. Roof—rockwool. 

WINDOWS: Sash—double hung, white pine. 
Glass—double strength, quality A. 

STAIR: Treads—oak. Risers and stringers 
birch. 

FLOOR COVERINGS: Living room—carpet 
Bedrooms and halis—oak. Kitchen and bath 
rooms—linoleum. 

WOODWORK: White pine throughout. 
ELECTRICAL INSTALLATION: Wiring 
system—metal conduit and Romex, Gener 
Cable Corp. Switches—WHarvey Hubbell, Inc 
KITCHEN EQUIPMENT: Range—gas. Re 
frigerator—electric. 

BATHROOM EQUIPMENT: By Crane Ca 
Cabinets—metal. 

PLUMBING: Soil pipes—cast iron. Hot an 
cold water pipes—copper. 

HEATING: Warm air system. Thermostat 
Minneapolis-Honeywell Regulator Co. Wat 
heater—Crane Co. 
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ST. LOUIS COUNTY, MO. HARRIS ARMSTRONG, ARCHITECT, A.LA. 


The trend toward combined living and dining rooms has come a long way when 
it is considered preferable, in a house of this size, to replace the dining room 
with a study. The plan is spread out, but is by no means uneconomical, and it 
shows a number of features of uncommon interest. The two bedrooms, for in- 
stance, flank a bath-dressing room unit lighted by windows in the projecting ends. 
The study may be treated as part of the living room, or closed off for use as 
another bedroom. Services are concentrated in a compact group. Cost: $14,000. 
Cubage. 45,000. 












































CONSTRUCTION OUTLINE 
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SECTION THRU 
LIVING ROOM 
WINDOWS. 
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STRUCTURE: Exterior walis—shiplap sid 
ing, Insulite Co. sheathing, studs; inside- 
U. S. Gynosum Co. rocklath and plaster or 
cypress boards. Floor construction—yellow 
pine sub-floor, oak finish. 

ROOF: Covered with 90 Ib. slate coated roll 
roofing, The Philin Carey Co.; copper channel. 
FIREPLACE: Damper—Bennett§ Fireplace 
Co. 

SHEET METAL WORK: Fliashing—lead 
Gutters and leaders—copper. Ducts—galvan.- 
ized iron. “ 
INSULATION: Outside walis—insulite Co. 


Roof—ideal Air Cell, Hinde & Douche. 
Weatherstripping—Monarch Metal Weather. 
strip Co. 


WINDOWS: Sash — wood. Giast — double 
strength, quality A, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 

WALL COVERINGS: Living room—cypress. 
Bathrooms—linoleum. 

WOODWORK: Cypress throughout. 
HARDWARE: By Sargent & Co. and Schiage 
Lock Co. 

PAINTS: By Pratt & Lambert, National Lead 
Co. and Minwax Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BxX. Fixtures—Architectural Bronze 
Co. 

KITCHEN EQUIPMENT: Range—Westing- 
house Electric & Mfg. Co. Refrigerator—Gen- 
eral Electric Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Charles Parker Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized steel. 
HEATING: Warm air system. Boiler—Bry- 
ant Electric Co. Thermestat-—Minneapolis- 
Honeywell Regulator Co. 
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THREE BEDROOMS, ONE BATH, LAVATO 
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| MINNEAPOLIS, MINN. 
¥ Pe CLOSE & SCHEU, ARCHITECTS, A.A. 
% 
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A straightforward, modern solution, this 
house makes the most of a wide lot and a 
southwest garden exposure by placing all 
of the important rooms at the back, and 
through the provision of a broad second 
floor balcony on this side. Kitchen, dining 
room, and terrace are at the east end; a 
slight slope toward the back of the plot 
permits generous windows for the base- 


ment game room. Cost: $10,432. Cubage: 
27,180. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—redwood sid- 
ing, Graylite sheathing, Insulite Co., Balsam 
wool, Wood Conversion Co. Interior—wall- 
board, Homasote Co. 

ROOF: Covered with 5-ply pitch and gravel. 
Deck—covered with canvas. 

FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Outside walls and roof—Bal- 
sam wool, Wood Conversion Co. Weather- 
stripping—Reese Metal Windowstrip Co. 
WINDOWS: Sash—pine casements. Glass— 
double strength, Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum, Arm- 
strong Cork Co. 

WALL COVERINGS: Living rooms—Homa- 
sote, Homasote Co., Nu-wood, Wood Con- 
version Co. and gum plywood. Bedrooms and 
halls—Celotex Corp and Homasote Co. Bath- 
rooms—Linowall, Armstrong Cork Co. 
WOODWORK: Trim and cabinets—red gum. 
Doors—‘‘Sturdibilt,”"” M. & M. Woodworking 
Co. 

HARDWARE: By Schlage Lock Co. 
KITCHEN EQUIPMENT: Range—General 
Electric Co. Refrigerator—Sears- Roebuck. 
BATHROOM: By Kohler Co. Cabinets— 
Charles Parker Co. 

PLUMBING: Soil pipes—cast iron. Hot water 
pipes—copper. 

HEATING: General Electric Co. unit, air 
filters, humidification, automatic controls. 
Grilles—Tuttle & Bailey, Inc. Regulator— 
Minneapolis-Honeywell Regulator Co. Water 
heater—Everhot Heater Co. 
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TWO BEDROOMS, ONE BATH, BASEMENT PLAYROOM, SERVANT’S ROOM, AND BATH 


MeCOOKk, NEBR. 
SHELDON BRUMBAUGH, 
ARCHITECT 


The spacious living room of this single 
story, two bedroom house faces the rear of 
the plot, opening onto a generous paved 
terrace through a series of glazed doors. 
\ comfortable stairway leads “down to a 
basement playroom identical in size and 
shape with the living room, and fitted with 
a complete bar. Also on this level are a 
servant's room and bath. Cost: $5,700. 
Cubage: 25,000. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—studs, shiplap 
sheathing, building paper, cement stucco over 
metal lath. Interior partitions—studs, lach 
and plaster. Floor construction—sub and fir 
finish. 





ROOF: Covered with cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 


SHEET METAL WORK: Flashing, gutters 
and leaders—galvanized iron. 


INSULATION: Attic floor—rockwool. 


WINDOWS: Sash—fir, casement. Glass— 
double strength, Libbey-Owens-Ford Glass 
Co. 


FLOOR COVERINGS: Main rooms—carpet. 
Kitchen and bathrooms—linoleum. 


WOODWORK: Fir throughout. Garage— 
Overhead Door Co. 


HARDWARE: By Sargent & Co. 
PAINTS: By Sherwin-Williams Co. 


BATHROOM EQUIPMENT: By Americar 
Radiator-Standard Sanitary Corp. 


PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 





HEATING: Warm air system, Campbell Co. 
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COLUMBUS, OHIO RAYMOND D. GOLLER, ARCHITECT, A. I. A. 
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Frank Oberkoetter 


JAMESON AND HARRISON, ARCHITECTS, A. I. A. 
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DINING ALCOVE, BASEMENT, ATTACHED GARAGE 
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Both of the houses on this page employ the 
standard small house arrangement of three 
bedrooms and bath on the second floor and 
living room, dining space and kitchen on 
the first floor; each has an attached garage. 
The upper plan was worked out for a nar- 
row lot, and is extremely compact and 
economical. The lower house, which is 
considerably wider, has a separate dining 
room opening off the central stairhall, and 
a kitchen lavatory. Upper house, 21,000 
cubic feet, cost $7,160; lower house, 29,153 


cubic feet, cost $11,932. 
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AMS, ARCHITECTS, A. I. A. 





An interesting and carefully studied variation of the typical low cost plan, this 


house has two bedrooms and a bath on the first floor, a third bedroom in the 


space beneath the roof, reached by a stairway from the inside hall. Entrance vesti- 


bule and coat closet are placed at one side, 


creating an L in the living room which 


sets aside a definite portion for dining. Fenestration is generous; the living porch, 


at the front of the house, is screened from th 
Cubage: 22,600. 


HOUSE IN COLUMBUS, OHIO 





STRUCTURE: Exterior walls—wood frame, 
Bildrite sheathing, Insulite Co., building 
paper, redwood siding. 


ROOF: Asphalt shingles, The Flintkote Co. 
SHEET METAL WORK: Armco 26-gauge 
galvanized iron, American Rolling Mill Co. 
WINDOWS: Sash—double hung, white pine, 
Huttig Sash & Door Co.; sliding, Andersen 
Corp. Glass—Lustraglass, single strength, 
The American Window Glass Co. 


FLOOR COVERINGS: Living room and halls 
—Broadioom, Alexander Smith & Sons Car- 
pet Co. Bedrooms—rugs. Kitchen and bath- 
rooms—linoleum, Congoleum-Nairn, Inc. 
WOODWORK: Exterior doors—Curtis Cos. 
KITCHEN EQUIPMENT: Range — Magic 
Chef, American Stove Co. Refrigerator— 
Frigidaire Corp. Cabinets—Doddington Lum- 
ber Co. 

BATHROOM EQUIPMENT: Lavatory — 
Crane Co. Tub, toilet, shower—American 
Radiator-Standard Sanitary Corp. Cabinets 
—The F. H. Lawson Co. 

HEATING: Warm air, gas fired, filtering, 
humidifying, L. J. Mueller Furnace Co. 
Thermostat—Minneapolis-Honeywell Regu- 
lator Co. 
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e street by wood louvers. Cost: $6,762. 


HOUSE IN PEORIA, ILL. 





STRUCTURE: Brick veneer, Vapor-Seal 
sheathing, Celotex Co., fir studs, Insulite Co. 
board, U. S. Gypsum Co. plaster. 
INSULATION: Ground floor and outside 
walis—Balsam wool, Wood Conversion Co. 
Attic floor—rockwool, U. S. Gypsum Co. 
WINDOWS: Double hung white pine. Glass— 
double strength, quality A, Libbey-Owens- 
Ford Glass Co.; structural and plate by Pitts- 
burgh Plate Glass Co. 

FLOOR COVERINGS: Kitchen—Armstrong 
Cork Co. Bath—tile, The Mosaic Tile Co. 
ELECTRICAL INSTALLATION: Wiring — 
steel conduit, Westinghouse Electric & Mfg. 
Co. Switches—Hart & Hegeman Electric Co. 
KITCHEN EQUIPMENT: Range — Estate 
Stove Co. Refrigerator, sink and dishwasher 
—General Electric Co. 

BATHROOM EQUIPMENT: By Kohler Co. 
Cabinets—Miami Cabinet Div., Philip Carey 
Co. 

PLUMBING: Water pipes—galvanized iron. 
Hot water pipes—wrought iron, A. M. Byers 
Co. Water softener--Elgin Softener Corp. 
HEATING AND AIR CONDITIONING: 
Blower furnace, American Foundry & Fur- 
nace Co., humidifying, summer cooling. 





IN ATTIC, GROUND FLOOR BATH, DINING ALCOVE 
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Manning Bros. Photos 


HOUSE IN DETROIT, MICH. 





STRUCTURE: Exterior walis—brick veneer 
1 in. air space, Bildrite sheathing, and Lok- 
joint lath, Insulite Co. 
SHEET METAL WORK: Galvanized Armco 
iron throughout, American Rolling Mill Co. 
WINDCWS: Sash—Fenestra, Detroit Stee 
Products Co. Glass—single strength, qualit 
B, Pennvernon, Pittsburgh Plate Giass Co. 
FLOOR COVERINGS: Kitchen and bath 
rooms—linoleum, Congoleum-Nairn, Inc. 
WALL COVERINGS: Bathrooms—Linowal/! 
Armstrong Cork Co. 

ELECTRICAL INSTALLATION: Wirin 
system—conduit and Romex. Switches 
Pass & Seymour Co. 

KITCHEN EQUIPMENT: Range—J. L. Hud 
son. Refrigerator—Kelvinator Corp. 
BATHROOM EQUIPMENT: By America 
Radiator-Standard Sanitary Corp. Cabinet 
—Miami Cabinet Div., Philip Carey Co. 
PLUMBING: Hot and cold water pipes—cop 
per tubing, Chase Brass & Copper Co. 
HEATING: Gas fired, winter air conditioning 
filtering and humidifying, Bryant Heater Cc 
Grilles—Tuttle & Bailey, Inc. Thermostat 
Minneapolis-Honeyweli Regulator Co. Wate 
heater—Crane Co. 
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THREE BEDROOMS, 











All photos John L. Coburn 








BIRMINGHAM, MICH. J. ROBERT F. SWANSON, ARCHITECT, A.LA. 








A reversal of the customary floor arrangement, 
with the living-dining area and kitchen on the 
second floor. A portion of the first floor is below 
ground level, with the garage and a corner of 
the laundry occupying this area. The remainder 
of the space is used for a bedroom and large 
recreation room. A very wide stair opens direct- 
ly into the living room, as shown in the accom- 
panying illustrations. Window areas are gener- 
ous, with ample provision for sunlight and ven- 
tilation in all rooms. Cost: $11,200 excluding 
architect’s fee. Cubage: 32,000. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—cement block and cedar 
siding; frame insulated, sheathed, building paper and 
siding. Interior—plaster. 

ROOF: Covered with asbestos shingles, Philip Carey 
Co. Deck—covered with 10-yr. built-up. 

SHEET METAL WORK: Flashing—Armco, American 
Rolling Mill Co. 

INSULATION: Outside walls and roof—Red Top, U.S 
Gypsum Co. Weatherstripping—Chamberlin Metal 
Weatherstrip Co. 

WINDOWS: Sash—wood, double hung, N.S.W. Co. 
Glass—double strength, Libbey-Owens-Ford Glass Co 
FLOOR COVERINGS: Kitchen and bathrooms—lino- 
leum, Congoleum-Nairn, Inc. 

HARDWARE: By Russell & Erwin Mfg. Co. 
ELECTRIC INSTALLATION: Wiring (circuit breaker) 
—Square D. Co. Switches—toggle. 

KITCHEN EQUIPMENT: Range, refrigerator and 
disposal unit—General Electric Co. Cabinets—White 
head Metal Co. 

BATHROOM EQUIPMENT: By American Radiator 
Standard Sanitary Corp. Cabinets — Miami Cabine 
Div., Philip Carey Co. 

PLUMBING: Water pipes—copper, Mueller Brass Co 
HEATING: Capitol-Aire—U. S. Radiator Corp. Ther 
mostat—Minneapolis-Honeywell Regulator Co. 
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DENVER, COLO. 


THOMAS E. MOORE, ARCHITECT 





TWO BATHS, MAID’S ROOM, UPSTAIRS LAUNDRY 


A very attractive and dignified modern design, showing 
a good use of natural materials and some unusual plan 
features. Among the latter is the second floor laundry. 
There has been a noticeable trend toward getting the 
laundry out of the basement, but this is probably the 
first time it has been used on the second floor. The 
scheme is perfectly reasonable, since most of the linen 
is used on this floor and storage can also be provided 
in the laundry space. Of equal interest is the recreation 
room which can function as an open or enclosed space. 
Cost: about $13,500. Cubage: 30.000. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—8 in. brick, inside—plaster. 
Partitions—studs, U. S. Gypsum Co. rocklath and plaster. 
ROOF: Covered with 15-yr. rolled roofing, Western 
Elaterite Co. Deck—covered with canvas. 
INSULATION: Roof—Spray-o-flake Corp. 

WINDOWS: Sash—Fenestra steel, Detroit Steel Products 
Co. Glass—double strength, Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Living room—cork, Armstrong Cork 
Co. Nursery, kitchen and bathrooms—linoleum, Congo- 
leum-Nairn, Inc. Halls—rubber tile. 

KITCHEN EQUIPMENT: Range—Universal, Landers, 
Frary & Clark. Refrigerator—General Electric Co. 
LAUNDRY EQUIPMENT: Washington machine—Bendix 
Home Appliances, Inc. 

BATHROOM EQUIPMENT: By Crane Co. 

HEATING: Forced warm air furnace, filtering and humid- 
ifying, L. J. Mueller Furnace Co. Thermostat—Minne- 
apolis-Honeywell Regulator Co. Water heater—Crane Co. 
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ONE BEDROOM AND BATH, PHOTOGRAPHIC STUDIO AND DARKROOM 





This house includes a complete photographic studio 
and darkroom, a modest residential character being 
maintained by the simple expedient of putting the 
workrooms below ground. The solution is a good 
one, since no daylight is needed in the studio. The 
plan of the first floor shows virtually complete elim 
ination of waste space and economical placing of 
plumbing fixtures. Location of the stair is excellent, 
as it combines easy circulation with complete privacy 


for the living quarters. Cost: $5,500. Cubage: 12,800. 
Gerald Young Photos 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—cedar siding, building 
paper, wood sheathing; inside—rock lath and plaster. 
ROOF: Built-up roofing, Johns-Manville. 
FIREPLACE: Damper—Colonial Fireplace Co. 
INSULATION: Outside walls and roof—Kimsul, Kim- 
berly-Clark Corp. Weatherstripping—Athey Co. 
WINDOWS: Sash—wood casement. Glass—Pennver- 
non, double strength, quality A, Pittsburgh Pilate Glass 
Co. 

FLOOR COVERINGS: Red oak throughout. 
HARDWARE: By Yale & Towne Mfg. Co. 

PAINTS: By Pratt & Lambert. 

ELECTRICAL INSTALLATION: Switches—Westing- 
house Electric & Mfg. Co. Fixtures—-Solar Light Co. 
BATHROOM EQUIPMENT: By Kohler Co. 
HEATING: Hot air system. Grilles—Air-Fiow, A. C. 
Gilbert Co. Regulators—Minneapolis-Honeywell Reg- 
ulator Co. 
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THREE BEDROOMS, GUEST-RECREATION ROOM, LAVATORY, DECK 
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UNIVERSITY CITY, MO. MURPHY & WISCHMEYER, ARCHITECTS, A.I.A. JOSEPH D. MURPHY, DESIGNER 


Charles Lorenz Photos 
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THREE BEDROOMS, TWO BATHS, DEN, LAUNDRY 


gro” 4 


SAINT LOUIS CO., MO. MURPHY & WISCHMEYER, 


The houses on these pages show a marked similarity of character 
in their use of brick and single-light casement windows. The 
plan of the two-story residence is ingenious, making excellent 
use of the entrance at the half level. What would ordinarily 
be the basement is occupied by a flexible space, suitable for 
recreation or guest accommodations. The living room, as shown 
in the interior view, has an unusually high ceiling. Cost: 
$10,120. Cubage: 25,300. 

The one-story house has its major living units in definitely 
separated compartments, a living and dining room facing the 
rear. While the plan type is not uncommon, the scheme for the 
roof is: sheds on the wings continue up over the central portion 


to form a gable. Cost: $9,500. 


HOUSE IN UNIVERSITY CITY, MO. 





STRUCTURE: Exterior walls—used brick, tile back up, plaster 
directly on tile. Floor construction (1st.)—clear oak finish on con- 
crete slab; (2nd.)—Joists, sub-floor, clear oak finish. 


ROOF: Covered with asphalt shingles. Deck—canvas over built-up. 
INSULATION :Batt form, U. S. Gypsum Co. 


WINDOWS: Sash—casement, Rolscreen Co. Glass—double strength, 
quality A, Libbey-Owens-Ford Glass Co. Screens—Rolscreen Co. 
Glass blocks—Pittsburgh-Corning Corp. 


ELECTRICAL INSTALLATION: Wiring system—two conductor 
armored wire. Switches—Arrow-Hart & WHegeman Electric Co. 


KITCHEN AND BATHROOM FIXTURES: By American Radiator- 
Standard Sanitary Corp. 


PLUMBING: Water pipes—copper, Mueller Brass Co. 


HEATING: Gas fired warm air system, General Installation Co. 
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Charles Lorenz 
ARCHITECTS, A.LA. 





HOUSE IN SAINT LOUIS CO., MO. 





STRUCTURE: Exterior walls—brick, furring, plaster on composition 
insulation lath: Interior partitions—studs, plaster on wood lath. 
Floor construction—cork and asphalt over concrete slab. 

ROOF: Covered with asphalt felt roofing. 

INSULATION: Batt form, Eagle-Picher Co. 

WINDOWS: Sash and screens—Rolscreen Co. Glass—double 
strength, quality A, Libbey-Owens-Ford Glass Co. Glass blocks— 
Owens-Illinois Glass Co. 

ELECTRICAL INSTALLATION: Wiring system—two conductor 
armored wire work. Switches—Arrow-Hart & Hegeman Electric 
Co. Fixtures—Architectural Bronze Studio. 

KITCHEN AND BATHROOM FIXTURES: By American Radiator- 
Standard Sanitary Corp. 


PLUMBING: Water pipes—copper, Mueller Brass Co. 


HEATING: Gas heating system. Water heater—gas-fired, American 
Gas Products. 
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TWO BEDROOMS, SEPARATE DINING ROOM, STUDIO 


CINCINNATI, OHIO. CARL SCHMUELLING, ARCHITECT, A.LA. 














Brand Photos 






































The spread-out plan fits the wooded hilltop 
very pleasantly, although the advantages 
of formal symmetry may be questioned, 
both in regard to the exterior effect and 
the plan. In the latter, the living room 
functions as a corridor to the bedrooms 
while the dining room gives access to the 
studio. The placing of the bath is 
unusual, and would seem to have disad- 
vantages in view of the lack of a guest 
lavatory. The walls are executed in con- 
crete block, with the horizontal joints 
raked, producing a strong shadow line 
every eight inches. Cost: $13,000. Cubage: 
31,715. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—8 in. hollow 
Waylite concrete blocks, Chicago Waylite 
Co., wood studs; inside—rocklath and plas- 
ter. 

ROOF: Covered with interlocking clay tile, 
Ludowici-Celadon Co. 

FIREPLACE: Damper—Donley Bros. Co. 
SHEET METAL WORK: Flashing, gutters 
and leaders—Armco, American Rolling Mill 
Co. 

INSULATION: Rockwool over entire ceiling 
areas and floor areas where unexcavated, 
Philip Carey Co. 

WINDOWS: Sash—steel casement, Hope’s 
Windows, Inc. Glass—double strength, quali- 
ty A, Pennvernon, Pittsburgh Plate Glass 
Co. 

FLOOR COVERINGS: Main rooms—oak 
strip, Cincinnati Floor Co. Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
WALL COVERINGS: Bathrooms—Linowall, 
Armstrong Cork Co. 

WOODWORK: Door casings—metal, Milcor 
Steel Co. Cabinets—Building Products Co. 
Doors—Curtis Cos. 

HARDWARE: By J. B. Schroder Hardware 
Co. 

PAINTS: By E. |. Du Pont de Nemours & 
Co. and Portland Cement Co. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—Frigidaire Corp. 

BATHROOM FIXTURES: Crane Co. 
PLUMBING: Pipes by Revere Copper & 
Brass Co. 

HEATING: Forced hot water, oil fired sys- 
tem, Modine Mfg. Co. General Electric Co. 
oil furnace. Thermostat—Minneapolis-Honey- 
well Regulator Co. Fan—Victor Electric 
Products, Inc. 














TWO BEDROOMS, ONE BATH, STUDY-GUEST ROOM, LAVATORY, ATTACHED GARAGE 
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TYLER & MARTIN, ARCHITECTS, A.L.A. 
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The influence of early dwelling types of 
Ohio and upper New York is visible in the 
small second-floor windows which fit into 
a narrow horizontal band on the front 
elevation. The effect is confined to the 
front, however, as the other exterior view 
is a display of contemporary Colonial in 
all of its complexity. The plan is excellent: 
compact, economically arranged, with ade- 
quate rooms and good closets. Cost: $8,964. 
Cubage: 31.365. 








SECOND FLOOR 
CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—cypress sid- 
ing, waterproof paper, yellow pine sheath- 
ing; inside—studs, gynsum lath and plaster. 
Floor construction—yellow pine sub-floor, 
felt, oak and yellow nine finish. 

ROOF: Covered with red cedar shingles. 
INSULATION: Roof—Balsam wool, Wool 
Conversion Co. Weatherstripping—Chamber- 
lin Metal Weatherstrip Co. 

WINDOWS: Sash—wood sliding and storm 
sash. Glass—single strength, quality B, Lib- 
bey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
HARDWARE: By Lockwood Hardware Mfg. 
Co. 

ELECTRICAL INSTALLATION: Wiring 
system—3-wire. Switches—Bryant Electric 
Co. 

KITCHEN EQUIPMENT: Range, refrigera- 
tor, dishwasher and garbage disposal unit— 
Hot Point, Edison-Generai Electric Appli- 
ances, Inc. Cabinets—steel, Sears-Roebuck. 
BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets— 
Miami Cabinet Div., Philip Carey Co. 
PLUMBING: Water pipes—copper tubing. 
Water softener—Permutit Co. 

HEATING: Forced warm air system, Rudy 
Furnace Co. Grilles—Tuttle & Bailey, Inc. 
Thermostat—Minneapolis-Honeywell Regula- 
tor Co. Water heater—Edison-General Elec- 
tric Appliances, Inc. Fan—Victor Electric 
Products, Inc. 
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LIVEDIN RM 
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All photos. Charles Bradley 
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MADISON, WIS. BEATTY AND STRANG, ARCHITECTS 






















CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—1'4 in. Ros- 
tone on steel shelf angies, wood studs, 
mineral wool, insulating plaster base and 
plaster. Interior partitions—wood studs, U. §. 
Gypsum Co. rocklath and plaster. 

ROOF: 4-ply tar and gravel roofing. 

SHEET METAL WORK: Fliashing—copper. 
Coping—sheet aluminum. Leaders—cast iron. 
INSULATION: Outside walis and roof— 
mineral wool, U. S. Gypsum Co. 
WINDOWS: Sash—aluminum double hung 
and hinged. Glass—single strength, quality 
A, Pittsburgh Plate Glass Co. Glass blocks— 
Pittsburgh-Corning Corp. 

FLOOR COVERINGS: Living room—cellized 
white oak, E. L. Bruce Co. Bedrooms and 
halls—strip oak. Kitchen—linoieum, Arm- 
strong Cork Co. 

WOODWORK: Doors—‘‘Sturdibilt,""” M. & M. 
Woodworking Co. Garage doors—fir plywood 
and Presdwood, Masonite Corp. : 
HARDWARE: By Schiage Lock Co. 
PAINTS: By Pittsburgh Piate Glass Co. and 
L. Sonneborn Sons. Inc. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co. 
PLUMBING: Soil and vent pipes—cast iron 
and galvanized steel. Water pipes-——copper. 
HEATING: Hot water system. Boiler, radia- 
tors and water heater—Weil-McLain Co. 
Kitchen fan—lig Electric Ventilating Co. 
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VIEW 1. VIEW 2. 


The architects comment: “The house was designed for a 
family of four. It was built on four levels, so adjusted to the 
site that very little grading was required. Permanent materials 
used on the exterior reduce maintenance to a small amount of 
painting for the wood trim. The plan provides a private hall- 
way, study, bath and bedroom for the parents, a private suite 
for the children, a large living-dining room and a smaller 
recreation room. The last named has direct access to a 
screened porch at grade level overlooking the lake. There is 
a ground floor bathroom with shower for the convenience of 


summer lake bathers.” Cubage: 38,500. 
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VIEW 3. 





VIEW 4. 
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| KANSAS CITY, KANSAS. EDWARD W. TANNER 
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TWO BEDROOMS, BATH, LIVING-DINING ROOM, ATTACHED GARAGE 
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The location of the stairs in this compact 
plan permits the creation of a small vesti- 
bule with direct access to the larger of 
the bedrooms. Plumbing fixtures are placed 
back to back for economy. Due to the 
combination of living room and dinette the 
former enjoys a clear space of 26 ft. in 
the 
more than is customarily obtainable in a 


one direction and sixteen in other. 


house of this size. Cost: $6,000. Cubage: 
25.000. 





TS, A.I.A. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—Royal shin- 
gles, 1 x 8 in. boxing, studs, blanket insula- 
tion; inside—U. S. Gypsum Co. rocklath and 
plaster. Floor construction—sub-floor, as- 
phalt saturated felt, red oak finish. 

ROOF: Covered with red cedar shingles. 
SHEET METAL WORK: Flashing—40 Ib. 
tin; remainder—galvanized iron. 
INSULATION: Outside walls—blanket insu- 
lation. Attic floor—rockwool. 

WINDOWS: Sash—white pine, double hung, 
Andersen Corp. Glass—single strength, qual- 
ity B. 

FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
WALL COVERINGS: Main rooms—wall- > 
paper. Kitchen—canvas. Bathrooms—Lino- ‘ 
wall, Armstrong Cork Co. 
WOODWORK: Trim and 
pine. Doors—stock, Colonial. 
Overhead Door Co. 
HARDWARE: By Sager Lock Co. 

PAINTS: By Cook Paint Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—toggle, Bryant Elec- 
tric Co. Fixtures—Stephens Chandelier Co. 
BATHROOM EQUIPMENT: By Eljer Mfg. 
Co. Cabinets—Hallenscheid & McDonald. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING: Warm air system, filtering and 








cabinets—white 
Garage doors— 


humidifying. L. J. Mueller Furnace Co. 
Grilles—Independent Register Co. Thermo- 
stat—Minneapolis-Honeywell Regulator Co. 


Water heater—General Water Heater Co. 


The East has long been the dominant cultural center of the U.S. and its early 


architecture has become the most influential of all residential types. Winters 
vary from mild to very cold according to latitude; summers are uniformly warm 
with high humidity. Wood, the traditional building material, is still the most 
commonly used but is largely imported; brick and stone are plentiful, and the 
proximity to industrial centers permits the rapid introduction of new products. 


This region has been most strongly influenced by European trends in building, 





notably the International Style. In their attempt to develop a more palatable 


style, the younger architects are now following the lead of the Californians. 
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KENNETH KASSLER, ARCHITECT 


NN 











ROOM, ATTACHED GARAGE, BASEMENT 


Robert M. Damora Photos 
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There has been a definite attempt in this house to relieve the 
severity of form by emphasis on texture, as in the narrowly 
spaced clapboards which enclose the upper story and in the 
high pipe trellis at the east end. These efforts have been suc- 
cessful in the interiors where the use of wood boards and 
veneers has created an appearance of comfort and livability. 
The crisp, orderly plans show an interesting arrangement on 
half-levels which developed from the contours of the land. 
Cubage: 35,800. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—brick and cypress clapboards, 
studs, Sisalkraft Co. paper, Celotex Corp. Vaporseal sheathing; 
inside — knotty pine, vertical grain fir or lath and plaster interior 


finish. Ceilings—Armstrong Cork Co. Corkoustic over U. S. Gypsum 
Co. rocklath. 

FIREPLACE: Damper-—H. W. Covert Co. 

WINDOWS: Sash—Croft Stee! Windows, Inc. Glass—plate, Pitts. 
burgh Plate Glass Co. ° 
FLOOR COVERINGS: Linoleum throughout, Armstrong Cork Co. 
WALL COVERINGS: Main rooms—knotty pine or vertical grain 
fir. Bathrooms—Linowall, Armstrong Cork Co. 

PAINTS: By Devoe & Raynolds Co. 

ELECTRICAL INSTALLATION: Wire system—BxX. Switches— 
Pass & Seymour. Fixtures—Kurt Versen Co. 

KITCHEN EQUIPMENT: Refrigerator—Hot Point, Edison-Gen- 
eral Electrical Appliances, Inc. Fittings—-Speakman Co. 
BATHROOM EQUIPMENT: Fixtures by Crane Co. Shower doors 
—Lehman Sprayshield Co. 

PLUMBING: Hot and coid water pipes—copper tubing. 
HEATING: Circulated hot water system, oil fired boiler. Boiler 
and radiators—vU. S. Radiator Co. Regulators—Minneapolis- 
Honeywell Regulator Co. 
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BRYN ATHYN, PA. BERNINGER & BOWER, ARCHITECTS, A.1.A. 


THREE BEDROOMS, TWO BATHS, DINING ROO 
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PENN VALLEY, PA. SAVERY, 
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TWO RENARPAMARAAC ARIE DATELE Fotaisain mass 


Lewis P. Tabor 


SCHEETZ & GILMOUR, ARCHITECTS, A.LA. 
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Both of these houses use the familiar cen- 


tral stairway plan which provides two bed- 
rooms and a bath on the second floor. They 
are also somewhat similar in the use of 
the garage as a device for increasing the 
apparent size of the house. The example 
below is further developed in this respect, 
the kitchen and covered porch serving as 
a link between house and garage. House 
in Bryn Athyn. cost: $5.986: cubage: 
24,600. House in Penn Valley. cost: $8,792; 
cubage: 32.340. 
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FOUR BEDROOMS, TWO BATHS, MAID’S ROOM AND BATH, ATTACHED GARAGE 


NUTLEY, N. J. MeMURRAY & SCHMIDLIN, ARCHITECTS 
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FIRST FLOOR 


HOUSE IN BRYN ATHYN, PA. 





STRUCTURE: Exterior walls—frame, sheath- 
ing, Sisalkraft Co. paper, Perfection red cedar 
shingles; inside—U. S. Gypsum Co. rocklath 
and plaster. Floor construction—sub-fioor as- 
phalt felt, red oak finish. 

ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing and gut- 
ters—40 Ib. roofing tin. Leaders—Toncan iron, 
Republic Steel Corp. 

INSULATION: Roof—4 in. rockwool batts. 
WINDOWS: Sash—wood, double hung and 
casement. Glass—single strength, Pennver- 
non, Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Main rooms — oak. 
Kitchen and bathrooms — linoleum, Arm- 
strong Cork Co. 

WOODWORK: Trim and doors—stock, Mor- 
gan Sash & Door Co. 

HARDWARE: By P. & F. Corbin. 
PAINTS: By L. Sonneborn Sons, Inc. 
ELECTRICAL INSTALLATION: Wiring 
system—BxX. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Miami Cabinet Div., Philip Carey Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper tubing. 
HEATING: Warm air system, filtering and 
humidifying, Heil Co. Regulators—Minnea- 
polis-Honeywell Regulator Co. 


APRIL a. 2 & 3 
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HOUSE IN PENN VALLEY, PA. 





STRUCTURE: Exterior walis—18 in. stone 
and frame weatherboards. Interior parti- 
tions—stud and sand finish plaster. 

ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing— 2 oz. 
copper armored, Sisalkraft Co. Gutters and 
leaders—Toncan metal, Republic Steel Corp. 
INSULATION: Roof—4 in. Red Top wool, 
U. S. Gypsum Co. 

WINDOWS: Sash—Idaho white pine. Glass— 
Pittsburgh Piate Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTS: By Devoe & Raynolds Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. 

KITCHEN EQUIPMENT: Range and refrig- 
erator—Stewart-Warner Corp. Sink—Hajoca 
Co. 

BATHROOM EQUIPMENT: All fixtures by 
Hajoca Co. Cabinets—Kleer-Vue, Steel & 
Wike. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper, Mueller Brass Co. 
HEATING AND AIR CONDITIONING: 
Warm air—oil No. 322 Duotherm air condi- 
tioning unit, summer cooling, Motor Wheel 
Corp. Grilles—Tuttle & Bailey, Inc. Water 
heater—Motor Wheel Corp. 


SECOND FLOOR L_— 


A careful and sympathetic handling of lo 


cal tradition is the outstanding character- 


istic of this house, which used a dressed 
native stone, the old style double-hung 
windows and other details of the period. 
The house is a sizable one, despite the im 
pression given by the view of the exterior, 
with five sleeping rooms and a small studio 


on the second floor. Cost: $15,994. Cubage: 
37,400. 









HOUSE IN NUTLEY, N. J. 





STRUCTURE: Exterior walis—studs, ship- 
lap sheathing, red cedar Royal shingles, 
brownstone veneer; inside—U. S. Gypsum Co. 
rocklath and plaster. Floor construction— 
sub-floor, T. & G. pine or red oak finish. 
ROOF: Covered with red cedar shingles. 
Deck—covered with Con-Ser-Tex canvas, 
William L. Barrel Co. 

FIREPLACE: Dampers—H. W. Covert Co. 
INSULATION: Outside walls and attic floor 
—rockwool, Johns- Manville. 

WINDOWS: Sash—double hung. Glass— 
single strength, quality A, Lustra_ glass, 
American Window Glass Co. 

FLOOR COVERINGS: Main Rooms—T. & G. 
white pine or red oak. Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
WOODWORK: By Morgan Sash and Door Co. 
HARDWARE: By Schlage Lock Co. 
PAINTS: By National Lead Co., Samuel 
Cabot, Inc. and Minwax Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—General Electric Co 
BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
PLUMBING: Hot and cold water pipes— 
Streamline copper, Mueller Brass Co. 
HEATING: Gas fired, filtering humidifying, 
American Radiator-Standard Sanitary Corp. 
Thermostat—Minneapolis-Honeywell Regu- 
lator Co. 
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TWO BEDROOMS, ONE BATH, DINING ROOM, BASEMENT 
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CONCORD, MASS. PERRY, SHAW & HEPBURN, ARCHITECTS, A.1LA. 














SCALE IN FEET 


5 10 5 FIRST FLOOR 


oe 


An efficient and orderly medium-cost plan illustrating a particularly good use of attic 
bedrooms. The five rooms are generous and well arranged, circulation direct and convenient, 
while the complete absence of waste space of any kind makes for minimum cost. Cubage: 
17,500. Cost, including one-car garage, $6,500. 





Adolph Studley Photos 

The architect comments: 

“Erected to accommodate the offices of a physician whose resi- 
dence is next door, this house was designed so that, in case of 
resale, it is readily re-converted into a five-room dwelling with- 
out structural alterations. To this end, the entire finish is of 
dry construction, to facilitate changes.” Cost: $6,500. Cubage: 
19,150. 
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TWO BEDROOMS, ONE BATH, COMBINED LIVING-D!INING ROOMS 


NORWALK, CONN. 
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HOUSE IN CONCORD, MASS. 





STRUCTURE: Exterior walls — frame, 
sheathing, 15 Ib. asphalt felt, Bird & Sons, 
cedar clapboards; inside—pine. Interior par- 
titions—studs, U. S. Gypsum Co. rocklath and 
plaster. 

ROOF: Covered with hand-split cypress shin- 
gles, James Lumber Co. 

SHEET METAL WORK: Flashing, gutters 
and leaders—copper. 

INSULATION: Outside walls, attic floor and 
roof—wool batts, Eagle-Picher Sales Co. 
WINDOWS: Sash—pine, double hung. Glass 
—single strength, quality B. 

FLOOR COVERINGS: Main rooms—oak, 
Harris Mfg. Co. Kitchen and bathrooms— 
linoleum over fir, Armstrong Cork Co. 
WOODWORK: Pine throughout. 
pine, Morgan Sash & Door Co. 
HARDWARE: By Sargent & Co. and Stan- 
ley Works. 


PAINTS: By E. !. Du Pont de Nemours & 
Co. 

KITCHEN EQUIPMENT: Range—Glenwood 
Range Co. Refrigerator—Servel, Inc. 
BATHROOM EQUIPMENT: By Kohler Co. 
Seat—C. F. Church Mfg. Co. Cabinets—Col- 
umbia Metal Box Co. 


Doors— 


PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper. 


HEATING: Hot water pressure system, H. 
A. Thrush & Co. Boiler—H. W. Smith, Inc. 


&a ? 8 t & oe 


EVANS, MOORE & WOODBRIDGE, ARCHITECTS, 


arrangement of the rooms is the same in both cases 


Two low cost houses, one with basement and one without. which are 


turned endwise and sidewise to the street for variety. Fundamentally, the 


being identical, once again showing that standardization need not neces- 
sarily mean lack of variety. Cubage, house with basement, 15,850. Cost, 


including detached garage, $3.950. 


HOUSE IN LINDEN, N. J. 





STRUCTURE: Exterior walls—brick veneer, 
paper, sheathing, studs; inside—aluminum 
foil-covered Sheetrock, U. S. Gypsum Co. 
Ceiling—V-Jointed Celotex in 4 ft. squares, 
Celotex Corp. 

ROOF: Covered with 5-ply built up. 
SHEET METAL WORK: Flashing, gutters 
and leaders—Anaconda copper, American 
Brass Co. 

INSULATION: Roof—Alfol aluminum foil 
between joists, Alfol Insulation Co. 


WINDOWS: Sash and screens—steel, J. S. 
Thorn Co. Glass—double strength. Glass 
blocks—Pittsburgh-Corning Glass Co. 
FLOOR COVERINGS: Linoleum throughout, 
Armstrong Cork Co. 

WALL COVERINGS: Living room—Fliex- 
board, Johns- Manville. 

WOODWORK :—Doors—“‘Sturdibilt,’””’ M. & M. 
Woodworking Co. 

HARDWARE: By Schlage Lock Co. and J. 
H. Judd & Son. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Charles Parker Co. 

PLUMBING: Waste and vent pipes—galvan- 
ized steel. Hot and cold water pipes—brass. 
HEATING: Direct fired conditioner, filtering 
and humidifying, Norge Corp. Thermostat— 
Minneapolis-Honeywell Regulator Co. Water 
heater—Whitehead Metal Co. 


A.L.A. 


-the bedroom ends 











HOUSES IN NORWALK, CONN. 





STRUCTURE: Exterior walis—T. & G. fir 
flush boarding and clapboards on Celotex 
Corp. Vaporseal sheathing. Iinterior—dry 
wall construction of gypsum wallboard, taped 
joints, U. S. Gypsum Co. 


INSULATION: Attic floor—Kimsul, Kimber- 
ly-Clark Corp. 


WINDOWS: Sash—double hung, Morgan 
Sash & Door Co. Glass—double strength. 


WALL COVERINGS: Walipaper throughout, 
Richard E. Thibaut. Bathrooms—Linowall, 
Armstrong Cork Co. 


WOODWORK: Doors—Morgan Sash & Door 
Co. Garage doors—Overhead Door Co. 


HARDWARE: By P. & F. Corbin Co. 
PAINTS: By Benjamin Moore & Co., Na- 
tional Chemical & Mfg. Co., Devoe & Ray- 
nolds Co. 


ELECTRICAL INSTALLATION: Wiring 


system—BX. Switches—Hart & Hegeman. 
Fixtures—Lightolier Co. 


BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Charles Parker Co. 


PLUMBING: Hot and cold water pipes— 
Chase Brass & Copper Co. 


HEATING: Warm air system, filtering, 
humidifying, Zephyr, Home Heating Co. 
Grilles—Register & Grille Co. Thermostat— 
Minneapolis-Honeywell Regulator Co. Water 
heater-—American Bosch Corp. 
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COLD SPRING HARBOR, L. L., N. Y. 





The house above was built to meet stringent budgetary limita- 
tions. It contains two bedrooms and in plan is a variant of the 
standard minimum house arrangement. Space upstairs will be 
converted into two additional bedrooms and a bath. The example 
below has a garage on an intermediate level, an effective solu- 
tion for a hillside lot. The den was located next to the entry 
so that the owner could receive business callers without inter- 
rupting the normal activities of the house. House in Cold 
Spring Harbor: cost, $6,100; cubage, 18,800. House in 
Coraopolis: cost, $10,300; cubage, 25,000. 
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CORAOPOLIS, PA. 
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BEDROOMS, BATH, PROVISION FOR TWO FUTURE BEDROOMS AND 

















W. STUART THOMPSON, ARCHITECT, A.LA. 
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..». STUDY-OFFICE, ATTACHED GARAGE, BASEMENT 














CHARLES M. & EDWARD STOTZ, JR., ARCHITECTS, A.I.A. 








TWO BEDROOMS, BATH, 





STONINGTON, CONN. 
JOHN W. LINCOLN, DESIGNER 


Provision for the addition of a future wing has been 
made in the plan of this house, with access through 
the present front hall. The design is unusual for 
New England in its use of a flat slab on soil, with 
the conventional basement replaced by an above- 
ground utility room. Most interesting plan feature 
is the oversize bathroom, ideally adapted to the re- 
quirements of a family with very small children, 
and large enough for conversion into a bath-dressing 
room at a later date. The interior shows an agree- 
able combination of period furniture and a modern 


background. Cost: $6,500. Cubage: 15,000. 


HOUSE IN COLD SPRING HARBOR, L. I., N. Y. 





STRUCTURE: Exterior walls—brick veneer, 
Johns-Manville Steel-Tex, studs. Inside— 
Gold Bond Standard Insulation board for 
walls and ceilings, National Gypsum Co. 
ROOF: Covered with shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—fir. Ducts—galvan- 
ized wrought iron. 

INSULATION: Attic floor—rockwool. Weath- 
erstripping—Chamberlin Metal Weatherstrip 
Co. 

WINDOWS: Sash—wood, double hung. Glass 
—single strength, flat drawn. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum. Bathrooms—tile. 
WOODWORK: Cabinets—Curtis Cos. 
HARDWARE: By Sargent & Co. 

PAINTS: By Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BxX. Switches—General Electric Co. 
Fixtures—Lightolier Co. 


KITCHEN EQUIPMENT: Refrigerator— 
General Electric Co. 
BATHROOM FIXTURES: By American 


Radiator-Standard Sanitary Corp. 
PLUMBING: Water pipes—brass. 
HEATING: Gas fired conditioner, with gal- 
vanized iron ducts and registers at ceiling, 
returns at floor, Bryant Heater Co. Water 
heater—gas. 
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HOUSE IN CORAOPOLIS, PA. 


STRUCTURE: Exterior walls—cedar siding, 
Sisalkraft paper, Insulite Co. Bildrite sheath- 
ing; inside—hemlock studs, U. S. Gypsum Co. 
rocklath and plaster. 

ROOF: Covered with slate. 

FIREPLACE: Damper—Donley Bros. Mfg. 
Co. 

SHEET METAL WORK: Flashing—16 oz. 
copper. Gutters—galvanized sheet metal. 
INSULATION: Outside walls and attic floor 
—rockwool. Weatherstripping—N. S. W. Co. 
WINDOWS: Sash—wood, double hung, N. S. 
W. Co.; basement sash, Andersen Corp. 
Glass—quality A, Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum, Congoleum-Nairn, Inc. 
WOODWORK: Doors—pine, Iron City Sash 
& Door Co. Garage doors—McKee Door Co. 
HARDWARE: By Schlage Lock Co. 
PAINTS: By Pittsburgh Plate Glass Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Pass & Seymour. 
BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—The F. H. Lawson Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper tubing. 
HEATING: Winter air conditioning, heating, 
humidifying, filtering, circulating, General 
Electric Co. Grilles—Auer Register Co. 
Water heater—The F. H. Lawson Co. 





UTILITY ROOM, LIVING-DINING ROOM 
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F. S. Lincoln Photos 


HOUSE IN STONINGTON, CONN. 





STRUCTURE: Exterior walls—red cedar 
bevel siding, studs, rockwool, Douglas fir ply- 
wood both sides. Floor construction—asphailt 
tile on concrete slab; (2nd) fir plywood. 
ROOF: Covered with Anaconda copper, 
American Brass Co. 

FIREPLACE: Bennett Fireplace Co. 
SHEET METAL WORK: Ducts—Armco gal- 
vanized iron, American Rolling Mill; remain- 
der—copper. 

INSULATION: Outside walls and attic floor— 
rockwool, Johns-Manville. 

WINDOWS: Sash—double hung, Andersen 
Corp. 

FLOOR COVERINGS: Main floor—asphalit 
tile on concrete slab. Bedrooms (2nd floor) — 
linoleum on plywood, Armstrong Cork Co. 
WOODWORK: Doors — Brockway-Smith- 
Haight & Lovell Co. 

HARDWARE: By P. & F. Corbin Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Hart & Hegeman 
Electric Co. Fixtures—Chase Brass & Cop- 
per Co. 
KITCHEN EQUIPMENT: Range and refrig- 
erator—Westinghouse Electric & Mfg. Co. 
BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
HEATING: Warm air system, filtering and 


humidifying, Perfection Stove Co. Water 
heater—Philgas Co. 
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THREE BEDROOMS, ONE BATH, SEPARATE DINING ROOM, BASEMENT 
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Samuel H. Gottscho Photos 


FAIRFIELD, CONN. CAMERON CLARK, ARCHITECT, A.1.A. 








THREE BEDROOMS, ONE BATH, SERVANT’S ROOM AND BATH, ATTACHED GARAGE 


Samuel H. Gottscho 


Based on essentially the same scheme as the house on 
the facing page, this design by the same architect has 
been enlarged by the addition of a pantry, servant’s 
room and bath, and attached garage. Despite equally 
competent handling, these additional rooms naturally 
complicate the arrangement, and make circulation 
somewhat more involved. An unprecedented feature 
of the otherwise traditional exterior is the use of shut- 
ters in conjunction with the two bay windows—a seem: 
ingly impossible feat which, so far as we know, was 
never accomplished by the Colonial fathers. Cubage: 


25.000. Cost: $9,500. 


A direct, efficient, and economical plan housed in a 
more or less faithful reproduction of the early Connecti- 
cut house, complete even to a fake summer beam at- 
tached to the living room ceiling. As often happens in 
this particular period design, the bathroom has been 
given a prominent position at the front of the house 
and a large window matching those in the flanking 
bedrooms. Cubage: 20,500. Cost: $7,000. 


FAIRFIELD, CONN. 
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CAMERON CLARK, ARCHITECT, A.LA 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—clap- 
boards, Sisalkraft Co. paper, sheathing, 
studs; inside—rocklath and plaster. 
INSULATION: Outside walls and attic 
floor—rockwool, Ludowici-Celadon Co. 
Weatherstripping — Kane Mfg. Co. 
Sound insulation—Balsam wool, Wood 
Conversion Co. 

WINDOWS: Sash—double hung, Cur- 
tis Cos. Glass—single strength, qual- 
ity B. 

FLOOR COVERINGS: Main rooms— 
red oak. Kitchen—linoleum, Arm- 
strong Cork Co. Bathrooms—rubber 
tile, Armstrong Cork Co. 
ELECTRICAL INSTALLATION: Wir- 
ing system—3 and 2 wire, 3 phase. 
Switches—Arrow, Hart & WHegeman 
Electric Co. 

KITCHEN EQUIPMENT: Range and 
refrigerator—electric. Cabinets—Curtis 
Cos. 

BATHROOM EQUIPMENT: By Am- 
erican Radiator-Standard Sanitary 
Corp. Cabinets—Hoegger, Inc. 
HEATING AND AIR CONDITIONING: 
Split system including air conditioning. 
Boiler and radiators—American Radia- 
tor-Standard Sanitary Corp. Grilles— 
Tuttle & Bailey, Inc. Regulator— 
Minneapolis-Honeywell Regulator Co. 
Water heater—Taco Heaters, Inc. 
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TWO BEDROOMS, BATH, DINING ALCOVE, ATTACHED GARAGE, BASEMENT 
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LINDEN, N. J. HARRY MASLOW, ARCHITECT, A. I. A. 













While there is a decided difference in the means of expression employed \3-6'+24-0 






GARAGE 


by the architects of these two houses, there is very little choice between 9-0-0" 


the plans. Both are very well worked out, thoroughly livable, and 





=) 
exceedingly compact. These qualities are especially noticeable in the 

two-story design. The stair in this house is as economical and con- ; 

venient as in any plan produced to accommodate two upstairs bedrooms. = | | ~ 
House in Linden: cost, $6,200; cubage, 20,300. House in Yonkers: es | — | ee —_— aN 





cost, $7,600; cubage, 24,200. 


TWO STORIES, SEPARATE DINING ROOM 
YONKERS, N. Y. 
RICHARD G. BELCHER 
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TWO BEDROOMS, ONE BATH—THREE BEDROOMS, TWO BATHS, BASEMENT GARAGE 




















MAMARONECK, N. Y. 


HOUSE IN LINDEN, N. J. 





STRUCTURE: Brick veneer, Sayre & Fisher, 
diagonal sheathing; inside—studs, plaster 
board and plaster, U. S. Gypsum Co. 
ROOF: Covered with 4-ply built-up, Johns- 
Manville. 

WINDOWS: Sash—Fenestra, Detroit Steel 
Products Co. Glass—plate and double strength, 
Libbey-Owens-Ford Glass Co. Glass blocks— 
Owens-Illinois Glass Co. 

FLOOR COVERINGS: Main rooms—clear red 
oak. Halls, kitchen and bathrooms—lino- 
leum, Congoleum-Nairn Co. 
KITCHEN EQUIPMENT: 
Chef, American Stove Co. 
General Electric Co. 
BATHROOM EQUIPMENT: By Crane Co. 
Cabinets—Miami Cabinet Div., The Philip 
Carey Co. 

PLUMBING: Water pipes—brass, Bridgeport 
Brass Co. 

HEATING: Warm air system, filtering and 
humidifying. Boiler—Lennox Furnace Co. 
Thermostat—Minneapolis-Honeywell Regu- 
lator Co. 


Range — Magic 
Refrigerator— 
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CHARLES F. MINK, ARCHITECT 


HOUSE IN YONKERS, N. Y. 


STRUCTURE: Exterior walls—wood shingles, 
studs, Gimco rockwool, General Insulating 
Co.; inside—U. S. Gypsum Co. plaster board 
and plaster. 

ROOF: Covered with Pennsylvania slate. 
WINDOWS: Sash—wood, double hung, Cur- 
tis Cos.; basement—stee!l sash, Vento Steel 
Sash Co. Glass—Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Kitchen—linoleum, 
Armstrong Cork Co. Bathrooms—tile, Ameri- 
can-Franklin-Olean Tile Co. 

KITCHEN EQUIPMENT: Range — Dixon 
Mfg. Co. Refrigerator—Frigidaire Corp. 
Cabinets—Oxford Cabinet Co. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. Cabinets 
—Haliensheid & McDonald. 

PLUMBING: Hot and cold water pipes— 
Anaconda copper, American Brass Co. 
HEATING: Warm air system, filtering and 
humidifying, Fox Furnace Co., Div. of Am- 
erican Radiator Co. Thermostat—Minne- 
apolis-Honeyweli Regulator Co. Water heater 
—Whitehead Metal Co. 





COST: 
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COST: $7 
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200. CUBAGE: 17,800. 




















$8,500. CUBAGE: 24.000. 


Two carefully detailed adaptations of 
period designs. The one-story house has 
an excellent solution in the separation of 
circulation from the front door to the va- 
rious rooms. The example below is very 
generous in its allocation of space and 
has bedrooms placed somewhat above the 
level of the other rooms in order to accom- 
modate a garage below. 


HOUSES IN MAMARONECK, N. Y. 





STRUCTURE: Exterior walls—studs, wood 
sheathing, shingles, 2 in. rockwool; interior 
—studs and U. S. Gypsum Co. Sheetrock. 
ROOF: Covered with red cedar shingles. 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—wood. 
WOODWORK: White pine throughout. 
ELECTRICAL INSTALLATION: 
system—BxX. 

BATHROOM EQUIPMENT: By American 
Radiator-Standard Sanitary Corp. 
PLUMBING: Hot and cold water pipes— 
brass. 

HEATING: Steam system. Boiler, vaives 
and water heater— American  Radiator- 
Standard Sanitary Corp. 


Wiring 
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THREE BEDROOMS, TWO BATHS, STUDY-BEDROOM, ATTACHED GARAGE, BASEMENT 
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WALLINGFORD. PA. W. POPE BARNEY, ARCHITECT, A. I. A., ROY W. BANWELL, ASSOCIATE 


Cc. V. D. Hubbard Photos 


The plan of this house shows some very 
pleasant features, notably the large, irreg- 
ularly shaped living room, the free opening 


between this room and the hall, the direct 








view from the entrance to the rear garden, 
and the convenient proximity of the kitchen 
to the front door. Also of interest is the 
fact that the rear of the house has been 
studied as carefully as the front, a practice 
which, unfortunately, is not too common. 
Cost: $12,420. Cubage: 35,000. 


CONSTRUCTION OUTLINE 


STRUCTURE: Exterior wallis—local stone 
and clapboards, sheathing; inside—wallboard 
and plaster. 

ROOF: Covered with wood shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—copper 
lead. Gutters—tin. Leaders and ducts—gal- 
vanized iron. 

INSULATION: Attic floor—Red Top, Johns- 
Manville. Weatherstripping — Chamberlin 
Metal Weatherstrip Co. 

WINDOWS: Sash—double hung, wood. Glass 
—double strength, quality A, Pittsburgh Plate 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

HARDWARE: By Sargent & Co. 

PAINTS: By E. |. Du Pont de Nemours Co. 
and National Lead Co. 

ELECTRICAL INSTALLATION: Wiring 
system—conduit. Switches—Trumbull Elec- 
tric Co. 

KITCHEN EQUIPMENT: Range and re- 
frigerator—General Electric Co. Sinks—Ha- 
joca Co. 

BATHROOM EQUIPMENT: By Haljoca Co. 
HEATING: Warm air system. Boiler—H. B. 
Smith, Inc. Thermostat—Minneapolis-Honey- 
well Regulator Co. Water heater—Philadel- 
phia Electric Mfg. Co. 
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TWO BEDROOMS, BATH, STUDY, DETACHED GARAGE, FULL BASEMENT 
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CANTON, MASS. 
GORDON ALLEN, ARCHITECT, A. I. A. 


The architect comments: “This litthe house was intended as 
a retreat in the country for a writer, a painter and their son. 
It was built and equipped with an eye to economy and low 
maintenance. It has good but simple plumbing, plain, un- 
stained wood trim, and plain plaster walls that are neither 
painted nor papered. Location of the house was predeter- 
mined by the placing of a studio which required a maximum 
of north light.” Cost: (including garage and studio) $8,600. 
Cubage: house, 18,000; total 25.080. 
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Cushman-Gellatly 





2 eae a : | CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—studs 
covered with Doubleseal, Masonite 





ye Corp., and red cedar clapboards; in- 
( side—Masonite Corp. lath and gypsum 
2 plaster. 
JA ROOF: Covered with red cedar shin- 
& ND gies. 
SHEET METAL WORK: Flashing— 
> 16 oz. copper. 





INSULATION: Attic floor—mineral 
; wool, U. S. Gypsum Co. Weatherstrip- 
| “et ~ —/-2 “2 , ; ping—Burrows Mfg. Co. 
I~ Lanes i ] T FI D WINDOWS: Sash—double hung, pine. 
j Glass—quality A, double strength. 

5 : CJ : HARDWARE—By Russell & Erwin 
Q C3 <3 Mfg. Co. 

my, Oo. ) KITCHEN EQUIPMENT: Range and 
— a Ct ‘7 refrigerator—Westinghouse Electric & 

















Mfg. Co. 

BATHROOM EQUIPMENT: Toilet— 
. W. A. Case & Son Mfg. Co.; remainder 

—Kohler Co. 
RAS PLUMBING: Soil pipes—cast iron, 
3 : Central tron Foundry Co. Wot and 
U7) cold water—copper, Mueller Brass Co. 
/ HEATING: Forced warm air system, 

4 





humidification. Grilles—Tuttie & Bai- 
ley, Inc. Thermostat—Minneapolis- 
Honeywell Regulator Co. Water heater 
—Hot Point, Edison General Electric 
Appliances, Inc. 
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THREE BEDROOMS, ONE BATH, LAVATORY, DINING ROOM, LAUNDRY, GARAGE 





NEWTOWN SQUARE, PA. W. POPE BARNEY, ARCHITECT, A.I.A. 


Offering almost exactly the same facilities, these two houses differ 
fundamentally both as to plan and exterior treatment. The upper 
house, in the true spirit of the Pennsylvania farmhouse, is spread- 
ing and informal. Its basementless plan provides a laundry on the 
ground floor level, locates the stair so that it rises from a corner 
of the dining room—an unorthodox, but undoubtedly convenient 
arrangement. The plan of the Georgian house below is compact 
and highly efficient. There is no comparing the relative virtues 
of these two approaches, since they represent a totally different 
attitude toward what a house is expected to accomplish, but the 
contrast offers a prime argument for individualized design to meet 
varying desires. Upper house, 38,000 cu. ft.. cost $14.580; lower 


house 24,000 cu. ft., cost $8.200. 
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HARRISBURG, PA., B. E. STARR, ARCHITECT, A.1.A. 
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GUEST HOUSE-THREE BEDROOMS, 2 BATHS, KITCHENETTE, NO BASEMENT 





Richard Garrison 


STURBRIDGE, MASS. GEDDES AND KELLY, ARCHITECTS, A. I. A. 


Because of its special function as an adjunct to a larger, and completely equipped dwelling. 
the plan of this guest house is not adapted to general purposes, but the straightforward 
design approach is decidedly so. Both economical and attractive, the exterior treatment 
of natural-finish flush boards and the simple, spacious deck and car shelter seem eminently 
suited to the more-frequently encountered small house problem, and have been exceedingly 
well handled. The fenestration of the living room, however, is open to question, especially 
the corner window overlooking the carport, which would seem to be out of place if this space 
is often used as a storage space for cars. Cost: $3,000. Cubage: 13,500. 


HOUSE IN NEWTOWN SQUARE, PA. 





STRUCTURE: Exterior walis—local stone, 
sheathing; inside—walliboard and plaster. 
ROOF: Covered with wood shingles. 
SHEET METAL WORK: Flashing—copper 
lead. Gutters—tin. Leaders and ducts—gal- 
vanized iron. 

INSULATION: Attic floor—Red Top, Johns- 
Manville. Weatherstripping — Chamberlin 
Metal Weatherstrip Co. 

WINDOWS: Sash—double hung, wood. Glass 
—double thick, quality A, Pittsburgh Plate 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum, Armstrong Cork Co. 
KITCHEN EQUIPMENT: Range and refrig- 
erator—General Electric Co. 

BATHROOM EQUIPMENT: By Hajoca Co. 
Cabinets—Steel & Wike. 

HEATING: Warm air system. Boiler— H. B. 
Smith, Inc. Thermostat—Minneapolis-Honey- 
well Regulator Co. Water heater—Philadel- 
phia Electric & Mfg. Co. 


a a a eS , Put F 


HOUSE IN HARRISBURG, PA. 





STRUCTURE: Exterior walis—Glen-Gery 
solid brick, Pennsylvania Supply and Glen- 
Gery Shale Brick Corp.; inside—shiplap, U. 
S. Gypsum Co. Fiber-Glas insulation and 
Weatherwood decorative board. 
FIREPLACE—Bennett Fireplace Co. 
WINDOWS: Sash—double hung, steel, Trus- 
con Steel Co. Glass blocks—Pittsburgh- 
Corning Corp. 

WALL COVERINGS: Weatherwood decora- 
tive board throughout, U. S. Gypsum Co. 
Bathrooms—Carrara glass, Pittsburgh Plate 
Glass Co. 

KITCHEN EQUIPMENT: Range—Geo. D. 
Roper Corp. 

BATHROOM EQUIPMENT: Elger Mfg. Co. 
PLUMBING: Soil pipes—American Radiator- 
Standard Sanitary Corp. Hot and cold water 
pipes—brass, Mueller Brass Co. 

HEATING: Hot water system, Bell-Gossett. 
Water heaters, radiators and convectors— 
National Radiator Corp. 






+ 


+++ 


t 
; 
+44 
t+ 44ey 
te eee eed 


eee Se 
+ 44+ ++ 


+ 
CE 
f ‘ . 





HOUSE IN STURBRIDGE, MASS. 





STRUCTURE: Exterior walls—pine sheath- 
ing, fir studs; inside—pine sheathing. 

ROOF: Covered with 4-ply tar and gravel. 
Deck—covered with canvas. 

FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Ceiling (2nd floor)—rockwool, 
Eagle-Picher Sales Co. 

WINDOWS: Sash—wood casement, Ander- 
sen Corp. Glass—single strength, quality A. 
FLOOR COVERINGS: Main rooms—pine. 
Bathrooms—linoleum, Armstrong Cork Co. 
HARDWARE: By P. & F. Corbin. 

PAINTS: By Samuel Cabot, Inc. 
ELECTRICAL INSTALLATION: Wiring 
system—BxX. 

KITCHEN EQUIPMENT: Refrigerator — 
General Electric Co. Cabinets—pine. 
BATHROOM EQUIPMENT: By Kohler Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—red brass. 

HEATING: Kerosene heater with coil for 
hot water; 30 gallon water storage tank. 
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THREE BEDROOMS, TWO BATHS, ROOF DECK 

















Sill 
All photos, Samuel H. Gottscho 


The use of an exposed stud framework for vaca- 
tion houses is a widespread U. S. building tradi- 
tion. In the hands of competent architects and 
builders the technique is not only structurally 
adequate but capable of producing interiors 
thoroughly pleasing and appropriate in character. 
Accenting the special uses of the house is the 
second-floor deck, open on both sides and shelt- 
ered by a cantilevered roof. A similarly open 
quality is apparent in the main living areas. 
Particularly successful as an example of fixed 
sash is the large window in the living room. The 
plan provides ample living and dining space and 
small but adequate bedrooms. Cost: $9,000. 
Cubage: 20,930. 
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POUNDRIDGE, N. Y. MOORE & HUTCHINS, ARCHITECTS, A.LA. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walis—red cedar siding, 
Neponsit tar paper, Bird & Son, T. & G. fir sheath. 
ing, studs left exposed on inside. 

ROOF: Covered with tar and gravel, Celotex Corp 
FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Roof—Celotex Corp. Weatherstrip- 
ping—Unique Window Balances, Inc. 

WINDOWS: Sash—double hung and pine case- 
ments. Glass—single strength, quality A, Libbey- 
Owens-Ford Glass Co. 

WOODWORK: Cabinets—white pine. Doors—Cur 
tis Cos. 

PAINTS: By Samuel Cabot, Inc. and Minwax Co 
ELECTRICAL INSTALLATION: Wiring system 
BX. Switches—Pass & Seymour and General Elec- 
tric Co. 

KITCHEN EQUIPMENT: Range—Phiigas Co 
BATHROOM EQUIPMENT: By American Radi- 
ator-Standard Sanitary Corp. Cabinets—United 
Metal Box Co. 

HEATING: Warm air system, winter conditioning, 
Thatcher Furnace Co. Thermostat—Minneapolis- 
Honeywell Regulator Co. Water heater—Phiigas 
Co. 





= : - . | 
Sen Peseeeneeeeses =m 
“ sy + +++ 
errs seo ee | 


tt ete 4 4G ; +++ 


+ +4 























307 








ee 


a a 














ate 


——- — 














BEDROOM, BATH, FULL BASEMENT, ATTACHED GARAGE 





IPSWICH, MASS. 
ROYAL BARRY WILLS 
ARCHITECT 




























It would be difficult to find a more 
economical solution for a set of minimum 
requirements. There is no corridor space, 
no entrance hall, there are no expensive 
jogs in the main walls of the house and all 
plumbing is concentrated in one corner. 
Direct access from kitchen to bath is an 
excellent feature. The exterior and in- 
teriors show a very scholarly handling of 
Colonial motives. Cost: $3,900. Cubage: 
14,500. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—frame, red 
cedar shingles; inside—U.S. Gypsum Co. 
rock lath and plaster, white pine finish. 
ROOF: Covered with white cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—lead 
and zinc. Leaders—Toncan metal, Republic 
Steel Corp. 
INSULATION: Outside walls and attic floor 
—Sterling building blanket. 
WINDOWS: Sash—pine. Glass—quality B. 
FLOOR COVERINGS: Living room—pegged 
oak plank. Bedrooms and halls—plain oak. 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 
WOODWORK: Trim—pine. Doors—6-panel 
fir and white pine to detail. 
HARDWARE: By P. & F. Corbin. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Hart & WHegeman. 
Fixtures—Georgian Bronze Co. 
KITCHEN EQUIPMENT: Range—electric. 
Refrigerator—Frigidaire Corp. 
BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. 
PLUMBING: Hot and cold water pipes—red 
brass, Chase Brass & Copper Co. 
HEATING: Oil burning steam system, 
American Radiator-Standard Sanitary Corp. 
- Thermostat — Minneapolis-Honeywell Reg- 
ulator Co. Water heater—Taco Heaters, Inc. 




















